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IN THE HOUSE OF REPRESENTATIVES 


Mar 2, 1957 
Mr. Lane introduced the following bill; which was refe rred to the Com 
mittee on the Judiciary 


To prescribe policy and procedure in connection W ith construction 





contracts made by executive agencies, and for other purposes. 
1 Be it enacted by the Senate and House of Representa- 
2 tives of the United States of America in Congress assembled 
3 That (a) this Act may be cited as the “Federal Construction 
4 Contract Procedures Act”. 
5 *(b) It appears desirable, and in the best interests of the 
6 Federal G yernmens for the Bederal Government it 


ase 


P-H Contractors Go to. Washington, Tell Why 


IN 
DUSTRY REVERSES STAND ON BID-SHOPPING BILL 


| oncqagee H. R. 7168 | “anglais 


- see page 102 





‘CENTRAL’s “SPUN” PIPE 


is made to save you roughing-in time 
SMOOTH OUTSIDE WALL 





ABSOLUTELY ROUND HUB 
ee. 8 


UNIFORM WALL THICKNESS 


ABSOLUTELY ROUND 
SPIGOT 


NAME CAST ON BARREL 


RE-INFORCED HUB 


Discover these important differences... 


First off, Central Foundry “spun” pipe 
is made different—the only soil pipe cast 
in permanent, all-metal molds, That’s how 
Central can turn out length-after-length of 
absolutely straight, absolutely identical 
pipe, It’s easy to work with and a time- 
saver on roughing-in! 

Every length of Central “spun” pipe is 
seamless and of uniform wall thickness, No 
weak apota to cause breaks during on-the 
job handling, 

And you'll go for the way Central huba 
and apigota line up every time, They're 
absolutely pound, inside and out, to apeed 





New, 
information- 
packed booklet 


answers all your questions on 

“spun” pipe and machine-made 

fittings. Send for your copy 
today! 


up assembly without delays. The hubs are 
reinforced, too, for caulking tight joints. 

What’s more, the all-metal mold of Cen- 
tral’s different centrifugal casting process 
eliminates the need for sand ...no sand 
holes to cause leaks! 

There’s lots more that’s different, too, 
The almost gun-barrel inside finish assures 
fyee, uninterrupted flow of waste, Smooth 
outaide walla make it easier an your handa 
And with “CFCO” caat right on the barrel, 
it's alwaya quick to identify, 

Oh ves... there's one way Central “spun” 
pipe ian't different, 7t doesn’t coat any more! 





~\ 
FIRST IN CAST IRON SOIL PIPE AND FITTINGS | 
pussaf — , — 


THE 


CENTRAL FOUNDRY 
COMPANY 


Centritugal Cast Soll Pipe 
Machine-Made Fittings 
Bituminized Fibre Pipe 


Main Office: Foot of Pacific Street, Newark 5, N. J. 


Plant: Holt, Ala. 





THE VAST MAJORITY OF THE NATION'S FINE BUILDINGS ARE SLOAN EQUIPPED 


MIES VAN DER ROHE, architect oe cemprapewens 
FRIEDMAN, ALSCHULER & SINCERE, es 
associated architects , Facing Chicago’s north shoreline parkway 
WILLIAM GOODMAN, mechanical engineer and the lake beyond. two new groups 
HERBERT S. GREENWALD, general contractor of luxurious skyscraper apartments will 
ECONOMY PLUMBING & HEATING CO., soon be completed. Pictured at top left is 
plumbing contractor 900 ESPLANADE and helou it 
AMSTAN SUPPLY DIVISION, AMERICAN ‘ 
RADIATOR & STANDARD SANITARY CORP., OCW EAST SSeS 
plumbing wholesaler 





NEW GLAMOUR ON CHICAGO'S GOLD COAST 


. Uy ihe two largest unoccupied building all@a On rota) will be sLilhihel anc Whhtel Tike nclitione l 


Chicago's “Gald Coaat,”” overlooking Lake Michigan, and equipped with individual roam eontrala, All will 
» &2oemillion, building apartment enterpriae ia fap feature maxim soup rooting for quiet privaey, All 
Wily Wearing completion Theae YY and YO atary tow will be aerved by high apomd, eleotrantoally teamed 
ora Will be the talleat Habalab retatoreed eonerete  elevatera and all eorridor will be presaweleed, tna 
iruotures th the US, and pomaibly the world, Pre projet of avel fabulous desiening nothing bt han 
labrioated akin frames of aluminum, eweh a atory the beat would eufllee. henee all tower 

High, will hold ervatal walle of gray tinted, heat ree equipped throughout with stows Qeier ? 
tardina plate dlaaa, All ot the LOS ypartinente COLOR and ahOAN feted) Metis ao nn tran 


—_ 9 LEADERS Hy), 


Z 


( ira 
gow FC. : “ys 
SLOAN J) dri VALVES » 
FAMOUS FOR EFFICIENCY, DURABILITY, ECONOMY z 
SLOAN VALVE COMPANY * CHICAGO * ILLINOIS——— 


Another achievement in efficiency, endurance and econ 
omy is the sLoaNn det-O. Matic snowen weap, which is 
automatically self-cleaning each time it is used! No clog 
ging. No dripping. Architects specify, and Wholesalers 
ind Master Plumbers recommend the Act-O-Matic—the 
better shower head for better bathing. 


Write for completely descriptive folder 
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HANINIOND... 
The industry’s 


leading line 


of heating valves 


HAMMOND, leader in bronze valves, offers one of the 
largest and most comprehensive lines of heating 
valves. Included are packed type radiator valves 
and elbows for steam and gravity hot water sys- 
tems, and circulating valves, balancing elbows and 
fittings for forced hot water heating systems. All 
are available for copper to copper as well as with 
screwed ends. 


And each of HAMMOND’s 24 different types of heat- 
ing valves has been specifically designed for out- 
standing performance in a particular job. For 
example, No. 107 heavy duty steam angle valve 
is designed for 150 lbs. WSP. It has a gland fol- 
lower and double packing . . . plus a backseat 
which allows it to be repacked under pressure. 


No. 104 convector gate valve was especially de- 
signed for use with convector radiators—has double 
unions, male and female. No. 201 circulator was 
developed for use with circulating-type hot water 
systems—includes male union, and sweat connec- 
tion. No. 308, for balancing radiant floor, wall and 
ceiling panels, is a balancing straightaway fitting 
with sweat connections, no unions. 


Write today for a copy of our condensed catalog 
No. 146 which describes HAMMOND’s complete line 
of heating valves. HAMMOND heating valves are 
stocked by a leading plumbing wholesaler in your 
city. See him today. 


HAMMOND BRASS WORKS, HAMMOND, INDIANA 


HAMMOND &£R/TE-KOTE BRONZE VALVES 
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Don’t buy any sink... until you check 
FEDERAL, Maateciece’ SINKS 


q@_ Double Bow! Model 6404* 
32” x 21” 


Single Bowl Model 6004* 
24” x 21” 
WwW 


, = WON’T BE SATISFIED to buy just any sink 
once you've seen the handsome “Masterpiece” Sinks 
made by Federal. They’re heavy-gauge, 18-8 nickel- 
bearing stainless steel . . . smart, durable, and the 
ultimate in utility. Federal Sinks feature the new 
splash ledge that adds extra rigidity and keeps the 
water in the bowl, where it belongs. And, they are 
insulated with the newest, cleanest sound deadener 
known to the industry. 

These top-quality sinks are backed by Federal’s 
solid reputation, built through the years by consist- 
ent national advertising. For your convenience, there 
are factory stocks available near you, ready to be 
shipped quickly and safely in heavy-duty, multi- 


colored cartons. *Fixtures not included 


Direct factory representatives in all principal cities. 


other quality sinks in porcelain In Canada — Montreal 
by FEDERAL FEDERAL ENAMELING & STAMPING COMPANY 


PrrTsBuRGH 30, PA. 


world’s largest manufacturer of enameled kitchenware 


| Don’t buy 
| any sink... until 


eee =8=©=6FEDERAL 
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PROVED COST SAVERS 


¥%" & Yo" nom. Copper Compression Inlet 
x %" & Y2" O.D, Flexible Riser 


¥%” & Yo" nom. Copper Sweat Inlet 
x ¥%" & Ye" OLD. Flexible Riser 


ALL CHROME GUARANTEED NOT TO PEEL 
OR DISCOLOR UNDER NORMAL SWEATING 


SPEEDWAY ALL-COPPER INSTALLATION 
TO LAVATORY, CLOSET AND SINK 


Proved by Test and Installation: e NO nipples « NO frozen-in pipe stubs « NO 


SAVES MONEY AND TROUBLE working concealed joints «+ NO off-center 


fittings « NO busting through wall after leakers 


T0 STUB- OUT WITH — e NO possibility of electrolysis 


Ufs)} us) te) (ey) e 
po Ay Fs] 


Compr. Compr. —_ Sweat Une Sweat Sweat 

Straight Angle U seretgne Angle Straight Angle Straight 

Valve Fitting Fitting Valve Valve Fitting Fifting 
ALL MATERIAL TRADEMARKED FOR PURCHASERS’ PROTECTION 


Ask for...and Get Seecoway SUPPLIES by Brass B Croft 


Write Dept. D, Brass-Craft Mfg. Co., Detroit 1, Mich., for free installation instructions. 
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WHEATLAND STEEL PIPE 
REFLECTS THE KNOW-HOW 
OF ITS SALES ENGINEERS 


The ‘‘men behind the pipe”? at Wheatland insist on perfection 
to the last detail. This perfection includes a trained sales 
organization . . . schooled to cope with any problem .. . and, 
with sound ideas that help you promote your sales, and... 


@ Skilled, experienced craftsmen 


@ Meticulous inspections from start of fabrication to the fin- 
ished product 


@ Strict supervision of all phases of production 
@ Rigid pressure-testing 


@ A reputation for quality built by the caliber of Wheatland 
Distributors 
@ The Wheatland Yearmark .. . last detail of perfection 


For information about Black or Galvanized Steel Pipe, contact 


WHEATLAND TUBE COM PANY 


BANKERS SECURITIES BUILDING, PHILADELPHIA 7, PA. 
MILLS: WHEATLAND, PA. * DELAIR, N. J. 
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for Price Pfister... 


Price Pfister Products — Install Easier — Work Better — Last Longer 


1 MEANS pp 
¢ 


y , * 
A Pee Piste BRASS MANUFACTURING COMPANY 
% = = 5 
% <a 


"0 
P 


Los Angeles 31, California 


Sold through Wholesalers 


Warehouses in these 
principal cities: 
Birmingham, Alabama 
Boston, Massachusetts 
Chicago, Illinois 
Detroit, Michigan 
Kansas City, Missouri 
Minneapolis, Minnesota, 








Bree OURSELVES 


ie ee i ee i ee ee ee a ee ee ae 


Conditioned Chaos 

“I like to visit New York City, 
but I wouldn’t want to live there” 
is a bromide that used to have an 
after-thought—“And in summer, I 
won't even visit the place.” 

The New York Convention Bu- 
reau says this last idea is becoming 
as passé as the Giants and Dodgers. 
Air conditioning, it claims, is so ex- 
tensive now that spend 
more time in cool comfort than 
sweltering heat. 

Statistics back up the claim. 
About 1,600,000 horsepower is used 
for air conditioning in the city. 
That’s like melting the ice in 20,000 
freight cars daily. 


visitors 


Take Tea and—Ugh! 


Water softener salesmen may 
soon look like Arthur Godfrey—no 
freckles, but plenty of teapots. 

Research chemists of the Lindsay 
Co., St. Paul, Minn., have uncov- 
ered a fact that contractors use as 
a dramatic demonstration of the 
need for water conditioning. When 
tea is brewed with water of a high 
iron content the result is tannic acid 
and iron—the two classic ingredi- 
ents of ink. As a result tea drinkers 
often find themselves sipping a 
mild purple solution of ink, harm- 
less but metallic in taste. The next 
fact for research to tell the demon- 
strators (and us) is what to do 
with those soggy tea bags. 


“I'm in the Book" 

You probably noticed the un- 
usual remodeling advertisement in 
the July issue of Domestic ENcr1- 
NEERING (page 177). It was a re- 
production of a recent ad in Coro- 
net magazine plugging the yellow 
pages of the telephone directory— 
and the services of the plumbing 
and heating contractor. 

Mrs. Housewife was shown lo- 


cating a contractor in the directory 
while her fixit husband was drown- 
ing himself under a leaking pipe. 
The copy pointed out that “if you 
want it fixed right and fixed right 
away look under ‘Plumbers’ in the 
Yellow Pages.” 

In reproducing the ad (seen by 
2% million people), the telephone 
companies told DE readers that 
such utility promotions help stimu- 
late the remodeling-repair boom. 
We think it also shows something 


else—a growing awareness by non- 
industry powers that the plumbing 
and heating contractor is a key 
figure in the remodeling world. 


Know It to Sell It 

“Every dealer and distributor 
selling air conditioning should 
live in an air conditioned home,” 
says J. F. Knoff, vice president of 
sales for Airtemp Division, Chrys- 
ler Corp., Dayton, O. 

“There is too much of a tend- 
ency,” he says, “on the part of 
many in the industry to extol the 
virtues and blessings of air con- 
ditioning secondhand. Only if we 
know it intimately can we sell the 
many benefits of air conditioning 
to the millions who need it.” 

Knoff cites a recent experience at 
an.air conditioning conference at 
which he presided as a panel mem- 
ber. At one point, the group- 
numbering several hundred deal- 

(Please turn to page 12, column 3) 























HE WHO LAUGHS LAST... 


Jokes about plumbing bills, like gags about mothers-in- 
law, go on endlessly despite the proven fact that the bills, 
like mothers-in-law, are quite reasonable once you under- 


stand them. 


A tavern manager in Philadelphia wishes he had joked 
less and understood more about such bills. When a plumb- 
ing contractor appeared to collect for an installation, the 
manager sent a joking message to the owner upstairs 


through the boss’ daughter. 


“Daddy,” said the daughter, “Mickey told me to tell you 
that there is a robber downstairs and he wants money.” 

The owner, a literal-minded soul, called police who sur- 
rounded the saloon, revolvers drawn. There was little 
laughter when the mixup was straightened out—just a 
quiet chuckle from the contractor, barely audible over the 
furious berating of the comic manager from cops and boss. 
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7 eee es 


<4¥, 


ra 


TYPE E TYPE B 
For household water For steam, air, water, 
service. 4” to 2” oil, Rugge qd in du strial 
type. 4” to 2” 


a a 
i = 


TYPE A-16 TYPE A-31 TYPE A-31S 
For water, air, oil; air conditioning, refrigeration, etc. 
WU", 3" 


RELIEF VALVES FOR WATER HEATERS 


Ete 


TYPE VL & VLS TYPE FH SERIES TYPE = as 
Self Closing Diaphragm ay mane 
Pressure— Type Pressure 
Temperature ¢ Setting 


ate * NS SERIES wyre a aes by hy be 
Pop Type 
fae "is oy 


HOT WATER SPACE HEATING VALVES 


AND CONTROLS 


Bhi, 


TYPE CBL TYPE A- a 
with Inbuilt Bypass Dual Control 


TYPE CQ SERIES 
Ten Models, inc te "y ng inbuilt check, sweat copper 
connecti A.S.M.E. Lis sted Relie}. 


A 
as 


TYPES F-51 AND F-52 TYPES A-39 AND E-BF 
A.S.M.E. Listed Re- Pressure Reducing Boiler 
lie} Valves. %” to 2”. Feeders. ¥y” to ]”. 
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Cash Acme gives you 
the Correct Answer 
in one ASME Listed Relief Valve 


TYPE F-52 
¥, ” x 4” 


TYPE F-51 
y¥, ” x 1% 


MEANS ONE VALVE FOR PRACTICALLY ALL 
BOILER AND TANK REQUIREMENTS 


® Full Range of Sizes 3/,” to 2” 


® Rated Capacities to 3,850,000 BTU/HR 
at 30 psi; 14,400,000 at 150 psi 


® Rustproof Bronze Bodies 

® Silicone Stick-Resisting Seats 

® Optional Male or Female Inlet 

Quality where it counts most, in dependable safety 
relief for hot water boilers, heaters and storage tanks. 
Safeguard your installations, your customers’ goodwill 
and your own reputation with CASH-ACME quality- 
controlled A.S.M.E. Listed Relief Valves. Also, you'll 
be surprised to learn how economically priced these 


superior units are. A fact-jammed bulletin is available 
free of charge. 


FOR THE : 
e+.see your jobber 
insist on...cash-acme 


CASH 


“ACME. 4 


A. W. CASH VALVE MFG. CORP., 6661 E. WABASH AVE. * DECATUR, ILLINOIS 
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HE LIKES HIS LETTERHEAD 
RocuesterR, N.Y.—We are 
pleased with the layout for the new 
letterhead design that you sent us. 
Thank you for this service. We 
have already had our new letter- 


very 


head printed and are enclosing a 
sample. As you can see, we fol- 
lowed your suggestion exactly. 
WILLIAM DENISE 
e Mr. Denise’s letterhead, both before 
and after revision, appears on page 
45 of this issue. The letterhead de- 
sign clinic is just one of the many free 
services offered Domestic Engineering 
subscribers. 


IT KEEPS HIM POSTED 

Beruin, N. Dak.—Out here in the 
small towns we can keep up on all 
the latest ideas as your magazine 
keeps us posted on new ways to 
improve our business. 

I would like to obtain copies of 
the nine remodeling posters illus- 
trated in your May issue. I would 
also like to have the Qualified Con- 
tractor Kit described in this same 
issue. 

In my opinion, no one in the 
plumbing and heating industry 

(Please turn to page 16) 





If You Want World Series Tickets, DON'T Call Ed... 


MitwauKkee—If the Braves win 
the National League pennant we 
are going to be cheering lustily— 
but with mixed emotions. 

Like all good baseball fans we, 
too, will be excited and happy over 
such an accomplishment—but at 
the same time we're going to be a 
bit downhearted and disappointed 
in not being able to procure series 
tickets for all of our friends and 
customers. 

The few ducats we will be able 
to procure will be far too short of 


requirements. Therefore, the limit- 
ed number of tickets available to 
us will be distributed to our own 
personnel for a job well done. 
Please ask your readers not to 

apply to us for tickets, as we have 
already been deluged with requests 
that we cannot possibly fill. We can 
only suggest to our many friends 
and customers that they obtain 
tickets through regular channels. 

Epwarp F.. Maurer 

General Manager 
F. R. Dengel Co. (wholesalers) 


IF YOU CAN'T GET IT AT 


DENGEL'S 
IT'S NOT AVAILABLE ANYWHERE 


THE DENGEL COMPANY SLOGAN—"'If you can’t get it at Dengel’s, it’s not avail- 
able anywhere’’—which has applied for years to boilers, bathtubs and kindred 
products, unhappily seems to apply to the world series tickets situation de- 


scribed in Ed Maurer’s letter (above). 


However, to those who think nothing 


is impossible, even getting world series tickets, we suggest they watch for the 
announcement as to when tickets will go on sale and trust to having their 
order pulled out of the proverbial hat—along with half a million others. 


12 


Between Ourselves 


(Continued from page 10) 
ers, distributors, and manufactur- 
ers—was asked how many owned 
air conditioning. A show of hands, 
says Knoff, indicated only a small 
percentage enjoyed the comfort 
they were trying to sell. 

“We at Airtemp intend to en- 
courage every one of our dealers 
and distributors to air condition 
their homes. A program to secure 
this objective is now in the hands 
of our field representatives in the 
10 Airtemp sales regions.” 

In disclosing details of the pro- 
gram, Knoff said that special prices 
will be given dealers and distribu- 
tors ordering residential air equip- 
ment for personal use. The plan 
also includes special prices for air 
conditioning of the dealer or dis- 
tributor’s place of business. 


Mess of a Marriage 

A plumbing and heating foreman 
in Los Angeles has discovered the 
formula for dissolving a marriage. 

Take fruit jars, vegetable cans, 
milk cartons and other bottles and 
pour the contents over all house- 
hold clothing and bedding. 

This tossed salad sent the fore- 
man’s wife to a divorce court where 
the judge ruled mental cruelty. 
What’s more he ordered the fore- 
man to pay for the clothing and 
bedding he had seasoned so thor- 
oughly. 


Don't Forget the Basics 

Today’s homeowner has reason to 
be proud of his gleaming bathroom 
and push-button kitchen. But, says 
the Water Conditioning Research 
Council, the owner frequently for- 
gets that there’s more to plumbing 
than meets the eye. 

Our bathrooms and kitchens look 
as modern as a sleek jet, but when 
it comes to piping and water sof- 
teners, too often we're still in the 
handlie-bar mustache era. Yet all 
the homeowner’s wonderful fixtures 
and appliances will function better 
and last longer when served with 
up-to-date piping and soft water. 

The contractor should impress 
this on his customers, the Council 
says. Naturally, if he sells repiping 
or a water softener, he makes more 
money. And who minds that? ENp 
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..:-Which would you choose? 





The U-BRAND fitting, of course! 


Your customers go for the added value they get in every 
U-Brand black fitting with its long-lasting U-Cote protection. 
money—order U-Brand This tough, pliable film is easy to clean or paint. Has great 
black fittings from durability. It won’t crack from rough handling 
or gripping. 
That’s why U-Brand’s U-Coted fittings stand up longer 
under the toughest conditions, minimize repairs and 
repainting ... give greater customer satisfaction. 


For the most for your 


your Supply House today! 
Gives added 


protection | 







Y . . 
on gas lines. ~ U-Cote keeps your U-Brand black fittings new looking 


in stock or in use... all at no extra cost. With U-Brand, 
you give your customers a superior product at regular prices. 


The 
Union Malleable 
Manufacturing Company 
Ashiand, Ohio 


© A single source for all your pipe fitting needs 
Galvanized and Black U-Cote Malleable Iron Pipe Fittings —Unions 
— Plugs and Bushings — Cast Iron Drainage and Screwed Fittings — 
. Steel Nipples and Couplings —Insert Fittings for Plastic Pipe. 
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GOULDS PRIME-FLOW 


SEE THIS 
DYNAMIC 
DEMONSTRATION 
AT YOUR 

DISTRIBUTOR’S! 


GOULDS 
TROUBLE-SAVING 
FEATURE 

KEEPS PROFITS 
IN YOUR POCKET 


NO CALLS TO NO SEAL NO WATER-LOGGED 
REPRIME FAILURES TANKS 








POSITIVE 


deep well 


elf- priming 


Most shallow we ot DUMPS al termea yriming. If selt-priming 

so important for shallow-v Dumps 1 how sut deep well pumps’ 
ts more imp A Goulds self-priming deep well jet pump will not 
ose prime wr well 1e foot valve is exposed to air Combina 


tion of 


separation chamber with G OulGs pat 
ented selt-priming ntrifugal p makes this possible. This self priming 


1. Eliminates service calls to reprime 
2. Prevents seal from running dry 
3. Means air handling ability; no water-logged tanks 


5 means you make 4a permanent pron. | jr Carnings are not eaten awdy 
| 


by costly service call yell Gould f w deep well pump 


permanent profits . . . satistied customers! 


GOULDS PUMPS INC., DEPT. DE-957, SENECA FALLS, N. Y. 


Sell the pumps 
that help sell you..... 


GOULDS 
Water Systems 
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Vira, 


(Continued from page 12) 
should be 
GINEERING. 

CLAupDE B. VAN OrNUM 


without Domestic EN- 


@ Our thanks to Mr. Van Ornum for 
his kind words. Single copies of the 
posters to which he refers are avail- 
able without charge to DE subscribers 
as an industry service. Further details 
on the Qualified Contractor Kit are 
given in this issue on page 101. 


WILL BENEFIT ALL 

Metucuen, N. J.—To have had 
your May Big Push remodeling 
number follow so closely upon the 
publication of your valuable Book 
of Remedeling must have put an 
extra burden upon your entire or- 
ganization. The results of their 
efforts have been impressive and 
should certainly benefit the whole 
industry. 

Georce B. CHANDLEsS, JR. 
Advertising Manager 
Richmond Plumbing Fixtures Div. 

Rheem Mfg. Co. 


SERVICE WITH A SNARL 

Cuicaco—Speaking as one of the 
oldest active living past presidents 
of the National Assn. of Plumbing 
Contractors, please accept my most 
sincere congratulations for a job 
well done, the most recent example 
being the article in your August is- 
sue “Service with a Snarl—If at 
All.” 

It was my pleasure during my 
of office (1934), and many 
times since over the years, to col- 
laborate with your award-winning 
magazine on matters of mutual in- 
terest to your subscribers and the 
industry as a whole. 

JoHN J. CALNAN 


term 


IN THE EYES OF THE PUBLIC 
Cuicaco—Your feature story on 
the Sydney Harris column appear- 
ing in the August issue (“Service 
with a Snarl—If at All’) is an ex- 
cellent presentation of this subject. 
Thank you for your time and effort 
in providing this fine commentary 
on an aspect of the plumbing busi- 
ness that is very much in the eyes 
of the public. 
Patrick J. CLEARY 
Mgr., Public Relations 
Plumbing Contractors Assn. 
of Chicago 


Sees Clark Story as Formula for Success in P-H 
We 


congratulate you on the excellent 
merchandising article in your May 
issue on one of our leading plumb- 
ing and heating contractors, Ken 


Des Mornes, IA. wish to 


Clark. Because we feel Ken has 
done such an excellent job of out- 
lining his market, analyzing the po- 
tential and intelligently promoting 
his business, we feel it would be 
worthwhile could send re- 
prints of the article to other deal- 
ers, distributors of plumbing and 
heating equipment and to leading 


if we 


manufacturers. 

If we were to send reprints, a 
letter would accompany them with 
something to the effect that we rec- 
ommend the reading of the reprint 
because it so clearly brings out the 
benefits of planned advertising and 
promotion effort. 

We think a worthwhile addition 


telling the dealer how to figure out 
the size of his market. This feature, 
plus the Ken Clark one, seems to 
us to be a very intelligent analysis 
of a real problem in the retail heat- 
ing and plumbing field and the way 
to whip it most profitably. We 


THE DOORLESS DOOR 

New York City—We have read 
with much pleasure the article in 
the June issue of your magazine in 
connection with our client’s prod- 
uct, the Sulzer “Doorless Door.” 
We would extra 
copies of this issue. 

Rosert Kiek 


appreciate two 


@ The article describes how a con- 
tinuous circulation air stream, either 
heated or cooled, has replaced con- 
ventional doors in several New York 
City commercial buildings. For the full 
story, see the June issue, page 118. 


ON THE QC TEAM 

CLEVELAND—Thank you for the 
membership card in your Qualified 
Contractor program. It is indeed a 
pleasure to be a part of the fine 
team that is organized to combat 
the Tinkerjack in our trade. 

I would like to have more in- 
formation on the DE catalog. 

At Bere, JR. 


@ The DE Catalog Directory, published 
annually, to which Mr. Berg refers, is 
the buying and specifying guide for 
contractors, wholesalers and specify- 
ing engineers in the plumbing, heat- 
ing, cooling, insulation and major ap- 
pliance industry. It contains axproxi- 
mately 1,800 pages of manufacturer's 
catalogs and product data, as well as 
a classified directory of products, 
trade names and technical data. 


would like to have about 500 re- 
prints for our mailing. 

Vert D. Brewer 
Manager, Advertising Sales 
Des Moines Register and Tribune 
e Mr. Brewer's request for reprints 
has been filled. Arranging for the re- 
printing of articles from Domestic 
Engineering is one of the many serv- 
ices offered to subscribers. END 


IN ACCOMPLISHING the “excellent job” of promoting his business (see letter 
above), Ken Clark (center) supervises the preparation of the contents of his 
newspaper ads, leaving the layout to these experts from the Register-Tribune. 


to such a reprint would be your 
article on page 91 of the May issue, 
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B:G ALL-BRONZE BOOSTERS 


FOR LONG LIFE IN CIRCULATING HOT OR COLD RAW 
SERVICE WATER FOR FAUCET OR INDUSTRIAL USES 


Where hot or cold service water is to be pumped, the 
use of an all-bronze pump is imperative. Otherwise, 
the corrosive effects of continuously pumping fresh 
water materially shortens pump life. 

The B&G All-Bronze Booster is specifically built 
for service water pumping applications. In such sys- 
tems, the Booster can be installed in numerous ways 
to step-up efficiency, increase hot water production 
and reduce heating costs. It is immune to corrosion, 
hence will give years of dependable service. 

For quiet operation, failure-proof performance and 
long life, the B&G Booster is the preferred pump. 


MOT waTeER 
T UCETS 


BaG 
TANK @ HEATER UNIT a 
ALL @RONZE 
— BOOSTER 


B&G BRONZE 
FLO-CONTROL 
VALVE 


B46 HIGH PRESSURE 
RELIEF VALVE 

3 4 COLO wareR 

> 2 Sopeur 
pr—a : 
t aw 5 
B&G All-Bronze Booster used on recirculating line from hot water 
faucets maintains hot water at fixtures at all times. Recommended on 


all installations, particularly where long plumbing lines are used. 


TO FauceTs 
~ 


B&G All-Bronze 
Booster used to circu- 
late heated water to 
a low storage tank. 
Installation provides 
ao marked increase 
in water heater ca- 


pacity. 


sac 
HIGH PRESSURE 
RELIEF VALE 


YT ALL BRONZE ~ 
‘Oe. ISTER 5 4 
= =] =u 
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Installation of B&G All-Bronze Booster in Chrysler auto- 
matic transmission plant at Kokomo, Indiana. This small 
unit handles the circulating requirements of the service water 
heating system, 


 SECARCULATING RETURN UNE 
y , ALL BRONZE 
lo 86G BOOSTER 


sac I 
NSTANTANEOUS HEATER 
umsiotn — HP 
866 On PRESSURE 
eter vat 
All-Bronze B&G Booster used to provide an extra supply of hot water 
from an undersized boiler. Semi-tankless hook-up maintains initial 


supply of hot water. 


Send for Bulletin No. 1A-856 


BELL & GosseETT 


c oO M 


Dept. EY-1, 


P A WN 
Morton Grove, ited 


Canadian Licensee: S. A. Armstrong Lid., 1400 O'Connor Drive, Toronto 16, Ontario 
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Picture 


Paragraphs 


Am: RICAN - Ss; —— 


FRESH OUT OF THE TUB is Helen Olson, the 
model American-Standard, New York City, 
used to help promote three new fixture colors 
added to its line. Lincoln Pierce, general 
sales manager, right, pulled out the plug. 


18 


SKYWARD BOUND to the top of New York City’s 
40-story Tishman Building is this 30,000 pound 
cooler made by the York Corp., York, Pa. The 
company has hoisted more than 200,000 pounds 
of air conditioning equipment in this same way. 


HIGH OUTPUT of heat is a feature 
of the new portable blower heater 
by the Insto-Gas Corp., Detroit. 
It weighs 30 pounds, works on LP 
gas, can be used indoors or out 


275 BATHS AN HOUR would be possible from the hot water 
this giant-sized replica could supply if it were real. It’s 
part of a display set up by the Ruud Manufacturing Co., 
Kalamazoo, Mich., in Pittsburgh. Working the controls 
is Harry Leech of Ruud, while the account executive of 
Ruud’s ad agency and a Ruud salesman give their advice. 











JUDGE others by 


dal -t-1-m-tt-lalet-lgel-e 


D 0) 


UBLE-S/ ESIGN: No mechanical guides — not diaphragm 
actuated. 


WATER SEAL: Provides precise alignment of seat to disc 
eliminating need of hazardous mechanical guides which cat 
stick or freeze a valve shut from lime or corrosion 








KAGE-FREE DISC-TO-METAL SEATING: Heat resisting 
stickage- proof silicone disc material. 


POSITIVE POP ACTION OPERATION: Valves operate by pressure 
exerted directly against the disc to pop valve wide open for 


steam relief. Diaphragm rupture cannot cause valve failure. vat 


V-RESISTING CTION: All parts constanty~ 
in contact with water are oy commercial bronze. All other 
parts are of nonferrous material. No dissimilar metals used. 
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SPECIALIZATION. 


Because CS&B specializes 
in high volume, economical 
production of the more popu- 
lar items, it can offer a line of 
the highest quality tubular brass 
goods at prices which provide 
you with a full 
every job. 


profit on 


7», THE CONNECTICUT STAMPING & BENDING CO. 


NEW BRITAIN, 


Only CS&B has full automa- 
tion in the production of tubu- 
lar brass goods, your assur- 
ance of uniform high quality 
and prompt delivery — no lost 
profit in installation time or 
repairs. 


CONN., 


DESIGN 


The exclusive CS&B Tube-Tee 
is designed to be three ways 
more profitable—better qual- 
ity at no extra cost to you, 
faster installation, more at- 
tractive appearance ...a 
typical result of CS&B_ im- 
proved product design. 


CS&aBCco 





—o 











U.S.A. 


affiliate: TUBE BENDS INC. aircraft parts 
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Right Combination 
FOR SALE AFTER SALE! 


bee = i 
a Loe a 


PRODUCED IN 4] DECORATOR COLORS PLUS SPARKLING BLACK AND WHITE 


Here is the most wanted, therefore most profitable 
bathroom fixture combination you can offer. The 
industry’s first Concave Lavatory* plus the famous 
Case Non-Overflow One-piece** Water Closet with 
the whispering flush. 

The Case Wellington*** 300 Lavatory is the most 
wanted because it’s the first really comfortable lav- 
atory ever made for men and women. Gracefully 
curved for comfort and unusual beauty. Extra- 
spacious, wide, flat deck. Shown with art-designed 
wrought iron legs and towel bars all in one piece. 


*Available with Wrought Iron or Chrome Legs 


Legs supplied in decorator 
colors and sparkling black b y 

and gold. You already know ty 

the Case One-Piece Water 

Closet and its customer- ase 
winning features like non- 

overflow bowl; safeguarding anti-syphon ballcock; 
pressurized cleansing rim flush; large water area; 
healthful seat height; time tested, with streamlined 
design in 41 colors and black and white. Ask your 
Case wholesaler or distributor or write: 


Patented *Patent Pending 


CASE MANUFACTURING CORPORATION 
33 MAIN STREET, BUFFALO 3, NEW YORK 
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the first name in stainless steel sinks 


A REFLECT}! O Nie COO. TA Ste 





offers you more models... more sizes... 


nel Re profit opportu nities with the most 


complete sink line ever offered ! 





. > v ; : 7 
\ Cealelore sxxay Cass \ SIT-pown \ neta sTARLITE \ Dae v'e000 \ 
+ N N * * * 












Illustrated—P32 Pacemaker 

the economy priced quality sink that 
sets a fast pace in volume sales 

Shown with LK-101 Single Lever faucet 
—ask about new faucet package deal! 





eg TRADE UP WITH ELKAY 

| | Get this Tri-Level display and Elkay’s 

T exclusive “Triple Business” deal and 

watch your sink volume climb . . . your profits 
grow. Ask your wholesaler or write today. 





| 
“% MANUFACTURING COMPANY 


1874 South 54th Avenue ® Chicago 50, Illinois 


THE WORLD'S OLDEST AND LARGEST MANUFACTURER OF STAINLESS STEEL SINKS...SINCE 1920 














T’S THE LAW! 


sions of Interest to Contractor 


Must Have a License 

Is a ‘city ordinance which 
states that a corporation that 
sells plumbing fixtures and sup- 
plies cannot install them unless 
the work is done by a licensed 
person enforceable? In a recent 
case, a company that sold plumb- 
ing goods among other products 
challenged the validity of such 
an ordinance, claiming that it 
could do plumbing work. 

However, the court upheld the 
ordinance and said: “Under the 
law, plumbing work can only be 
performed by a person who has 
qualified for such work,” ruling 
in effect that the installations 
must be made by persons proper- 
ly licensed and qualified to in- 
stall plumbing. 

(Citation: Rountree Corp. v. 
City of Richmond, 51 S.E. (2d) 
256.) 


Know Your Customer 
The tenant of an apartment 


house is seldom the person with 
whom to transact remodeling 
business. A plumbing contractor 
recently discovered why after in- 
stalling a water heater with only 
the tenant’s authorization. 
After a few months, the tenant 
stopped making payments, and 
the contractor exercised his lien 
on realty. Ordinarily this would 
be proper procedure—but how 
can you put a lien on realty 
when the owner of the realty 
never signed a contract? 
Certainly, the court noted, 
the property owner can’t be re- 
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sponsible for the contracts of 
people renting his apartment. 
The contractor’s legal protection 
to insure his being paid was 
worthless because he dealt with 
the wrong party. 

(Citation: Lone Star Company 
v. Sheaner, 297 S.W. (2d) 855.) 


Financing Give and Take 

The “with recourse” contract 
between a financing institution 
and a contractor requires the 
contractor to guarantee payment 
when he customer 
credit and account 
over to the financing institution. 


grants a 
turns the 


Recently a p-h contractor was 
sued by a finance company for 
the balance due on a defaulted 
The how- 
ever, argued that since the fi- 
nance company had repossessed 


account. contractor, 


the equipment, he was no longer 
obligated. 

‘The court agreed with the con- 
tractor. But if the finance com- 
pany had failed to repossess the 
equipment, the contractor would 
have had to pay the balance due. 

(Citation: Budget Finance Plan 
v. Sav-on Co., 272 Pac. (2d) 811.) 











YOU BE THE JUDGE 


If you were a judge, how would you decide this case? 














A customer was just leaving the store of a plumbing and 
heating contractor when a question came to her mind. She 
called from the doorway and startled a woman clerk, who 
whirled so quickly that she wrenched her neck. 

When the clerk sought workman’s compensation, the con- 
tractor objected. Anybody can twist a neck, he said. Em- 
ployment has nothing to do with such personal injuries. Did 
the court agree? 

*x* * * 

If a twisted neck occurs from horseplay, said the judge, 
there can be no compensation. But “the claimant’s sudden 
head turning was done in a bona fide and reasonable effort 
to further her employer’s interest.’”’ Therefore, the claim for 
workman’s compensation was allowed. 
from Domestic Engineering.) 


(Citation available 











COMPARE! Salsa 


KEY FEATURES 


ALL IRON AND STEEL 
CONSTRUCTION 


Wo glass or soft metals. Nothing to crack, chip 
wear out 


CORROSION-PROOFED INSIDE AND 
OUTSIDE 

New porceiain-like, plastic finish on both inside 
and outside surfaces of filter body impervious to 
water acids and ov! 


AIR VENTS ON BOTH INLET AND 
OUTLET 

Allows bleeding of lines without disconnecting 
fiter 














CHOICE OF INLET AND OUTLET 
SIZES 


Available either with standard ',” pipe 

or with "or 4” at slightly extra cost. 
CENTER BOLT TORQUE RESISTANCE 
OVER 300 IN-LBS. 

Improved withstands marimum tightening 
without Pana of threads oF distortion of bow! 
NON-SWELLING, LEAKPROOF 
BUNA-N GASKETS 


Seat in special cupped rim of bowl for positive 
oad beteonn ep sad bout No messy leakage 
or tumes 


DEPTH-TYPE WOOL FELT ELEMENT 





& 











PATENTED LINT REMOVAL 


Bonds all lint particies to wool felt preventing 
escape inte fuel lines 


MOISTURE AND CONDENSATION 
REMOVAL 


Weal telt removes moisture as well as dirt 
particles — only filtering medium effective against 
woth 


MORE 
Oilburner Protection 








LARGE SUMP AREA 
For trapping and holding large quantities of water, 
scale, ete. 


MORE 


Customer Satisfaction 
































TOTAL KEY FEATURES 
RA e 
ORE B 


YES 
YES 
YES 
YES 
eee 


GENERAL HERE’S PROOF of superiority! This chart compares all of the nationally-advertised, leading 


makes of fuel oil filters FEATURE FOR FEATURE . . . shows exactly how each rates when it 
comes to the KEY FEATURES which determine performance — and sales! 


All of the “name brands” are included; yet only GENERAL FUEL OIL FILTERS have all 10 


of these key features. The “next best’ filter has only 4 out of 10. One make doesn’t have 
a single one! 


These facts should be a graphic reminder to COMPARE before choosing any filter. As we've 
said all along, compare basic features and you'll stock and sell America’s Original — and 
still the FINEST — General Fuel Oil Filters. Over 5 million sold! 


Goodwill Builder! CLEAN RIGHT Soot Remover is 


Fuel Oil Filters the answer 10 soot-packed flues! Take a can along 


on your next service call. Destroys all soot swiftly 
and safely .. . up to Ve" in 2-5 minutes. 


Here's Another Leader! Genero! Hu- 
midifier is designed with service in 
mind. No float . nothing to clog! 


Scientifically humidifies—automatically, 
America’s Original — 


and Still FINEST! 


nm PRODUCTS am 


VY. 
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BRIDGEPORT 


on the 


BIG 
JOBS 





— — — cm tin 














Here you see the job-site result of what national service outstanding technical assistance. 
means—Bridgeport’s nationwide ‘‘supply network”’ of ct, oer Bridgeport laboratories, sales metal- 
wholesalers, mills, warehouses and sales offices com- lurgists, and corrosion engineers are 
bining to insure big job delivery, when you want it. . always ready to help you choose, help 
What you can’t see is the predelivery prepara- a you solve, help you make sure that 
tion that’s yours when you specify “Bridgeport” ~ ¥ what’s delivered for the big job will make 
for copper water tube, copper drainage tube, cop- it a better job. 
per refrigeration tube and plumbing brass goods. Why not put Bridgeport on-the-site ad- 
Your factory-trained Bridgeport salesman P vantages to work for you? Your nearby 
is a major part of Bridgeport’s predelivery Bridgeport Sales Office is the place to begin. 
service. Through him you get Bridgeport’s Call today. 


go THE Amey, 
» Cay 


BRIDGEPORT COPPER WATER AND DRAINAGE TUBE 


Bridgeport Brass Company, Bridgeport 2, Conn. e Offices in Principal Cities In Canada: Noranda Copper and Brass Limited, Montreal 
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See the secret of Mult-A-Frame 
strength: Exclusive serrated edges 
that clamp together to prevent jack- 
knifing. Note too the unique Mult- 
A-Frame spring-T-bolt which holds 
fittings in place with finger pressure. 


One of many Mult- 
A-Frame concrete in- 
serts used in the tun- 
nel installations. 


Mult-A-Frame 2-roller support as 
used in tunnel applications. Also 
available without axle and with 3- 
roller support. 


tS ] an 
ein UTI: 


SWEET'S AINSWORTH iT] - Vi pEteort 


Why tunnel work costs 
less when you 


Mult-A-Frame It ! 


YOU SAVE MAN-HOURS: When you Mult-A-Frame there’s no weld- 
ing, no drilling. Mult-A-Frame’s complete line of fittings offers you the 
exact material needed to make installations quickly, with a minimum of 
man-hours. Curved channel is available from 15” radius up. 


YOU SAVE MONEY: When you Mult-A-Frame the only tools required 
are a saw and wrench. So there’s no costly skilled labor time involved. 
And with Mult-A-Frame, never any scrap. 

FOR COMPLETE INFORMATION: If you would like to know more 
about how Mult-A-Frame can save you time and money in tunnel work, 
write today for your free copy of the new 1957 Mult-A-Frame catalog 
“Hold Everything” which shows the almost limitless variety of Mult-A- 
Frame applications in the plumbing and heating field. 


MULT-A-FRAME DIVISION + Ainsworth Manufacturing Corp. 
1471 East Atwater St., Detroit 7, Mich. 
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This DOLE 
Shower Control 


maintains constant 


rate of flow 


despite pressure 
variations 


Here’s a simple, dependable valve that will 
effectively control the flow of water at any pre- 
determined pressure from 15 to 125 psi. No 
matter how high the line pressure may build 
up or what its variations, the flow at the 
shower head remains the same. On multiple 
shower installations the flow is exactly the 


For Motels ta same all along the line regardless of the num- 
Hotels os Clubs sat ber of showers in use. 


A ' ' B ‘Idi Dole Shower Control Valves cut water bills as 
parimen UNGINGS much as 50% ... prevent overloading septic 
tanks. They’re easily installed. Can be used 
with any shower head are trouble-free 
CUTS WATER BILLS J 


. and require no maintenance 


Ask your jobber or write to us about Dole 
EASY TO INSTALL Shower Control Valves. They’re equally ef- 

fective on urinals, drinking fountains, water 

softeners, or other hydraulic applications 


IMPROVES SHOWER 
OPERATION 


Contro/ with 


AS PRESSURE ya 
, INCREASES f 
DOLE FLOW__ a 
; CONTROL NARROWS «| 4 
4 RATE OF FLOW 4 
F REMAINS THE SAME & 


THE DOLE VALVE COMPANY 


6201 Oakton Street * Morton Grove, Illinois 
(Chicogo Suburb) 





Questions and Answers 


Wants to Know How to Prevent Boiler from Flooding 


To the Editor: 

We have a power boiler instal- 
lation in which the feed water con- 
tinues to flow to the boiler after it 
has been shut down. We are using 
a centrifugal boiler feed pump that 
takes its suction from an overhead 
condensate return tank. The tank 
is located 7 ft above the pump 
which gives us a positive suction 
head so we don’t want to lower the 
tank. 

Can you suggest a way to prevent 
the boiler from flooding other than 
by lowering the tank? 

North Carolina W.D. 
To the Reader: 


Solving this problem consists 
of breaking, or in some way pre- 
venting, the siphon effect that is 
responsible for the flow of feed 
water when both the boiler and the 
pump are shut down. 

Fig. A (right) represents the sit- 
uation as we visualize it and also 
shows two alternatives for solving 
the problem. Both suggestions re- 
quire the addition of a vertical loop 
in the pump discharge piping as 
shown by the dotted lines in the 
diagram. In one case, a vacuum 
breaker is installed on the top of 
the loop and in the other arrange- 
ment an equalizing connection is 
made to the top of the 
shown in the sketch. If the latter 
method is used, it must contain a 
check valve to prevent the pump 
discharge from short circuiting to 
the tank. 

Either of these methods will solve 


tank as 


the problem since the vertical loop 
breaks the straight gravity flow of 
water from the tank to the boiler. 
The loop must be high enough 
above the water level in the feed 
tank to equalize the pressure in 
both legs of the loop. 


Condensation on Windows 
To the Editor: 

We are having trouble with con- 
densation forming on the windows 
of a room that houses a small, pri- 
vate swimming pool. Condensa- 
tion forms when the temperature of 
the water in the pool rises to 68F 
and the weather outdoors is colder 


than this tigure. The pool is 15 by 
30 ft and holds approximately 12,- 
600 gal. of water. The room volume 
is about 8,000 cu ft. We have been 
watching the water level in the 
pool and notice that it lowers 1% 
in. in 144 hours. Do you think this 
is all lost by evaporation or is it 
possible that some is_ seeping 
through the wall of the pool? 

We have a dehumidifier installed 
and although it collects half a pail 
of water a day it seems to have no 
effect on the condensation. 

Do you have any suggestions 
that will help solve this problem? 

Michigan M.O. 


To the Reader: 

As you know, the outside tem- 
perature at which condensation 
forms on the inside of the window 
glass is in direct relationship to 
the relative humidity inside the 
room. If we assume that the tem- 
perature in the room is the same 
as that of the water (68F), then 
100 percent relative humidity in 
the room will produce condensa- 
tion as soon as the window glass 
temperature falls below 
68F. By contrast, with a relative 
humidity of only 50 percent, the 
windows will remain dry until the 
outside temperature drops to 3F 
(50F inside dew-point). 

The problem of eliminating the 

(Please turn to top of page 32) 


surface 








CHECK VALVE . 
VACUUM BREAKER—~+'} 
ey ew oe 


HEIGHT AS NEEDED 
TO EQUALIZE PRESSURE 
IN LEGS OF LOOP 


NEW LoOoP——+! " 
2st “« 
a) 


' 
CHECK VALVE 3 


SHUTOFF VALVE 





BOILER 








EQUALIZER CONNECTION 


'!| SAME SIZE AS 
‘ PUMP DISCHARGE 





me. 
WATER LINE 
CONDENSATE 
TANK 











EXISTING 


7'-0” 














Fig. A shows a power boiler installation in which the boiler floods after shut- 


down. 


Two solutions are shown by the dotted lines. 


Both require a new 


vertical loop and either a vacuum breaker or an equalizer connection. 
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\&hicago suburb) 


will it cost to install 
baseboard heating 
in these homes? 


A lot less than you think when you install Tuttle & 
Bailey’s new Model B3 (34”) Baseboard Heating Panels. 


THE REASONS ARE SIMPLE 


With T&B Baseboard you buy heat not feet because its 
higher capacity means you can meet Btu requirements 
with fewer feet. In turn, that means lower installed cost 
for you. In addition, you have no extras to buy—dampers 
are an integral part of T&B Panels, enough joiner strips 
are included for you to complete the installation, and 
the attractive decorator gray cabinet finish eliminates 
the need for painting with most color schemes. 

And your homeowner customer gets advantages, too. 
A quality product, styled to harmonize with the most 
modern interiors, engineered for maximum comfort, 
efficient and economical to operate. 

For information on this best-of-all Baseboard Heating 
equipment, see your wholesaler ... and write for a copy 
of Catalog No. 303. 


division of Allied Thermal Corp. 
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For the BIG VOLUME market 


Wells from © to BGO feet 


Here it is! The pump of the future—to- 
day. Here, for the first time, is a sub- 
mersible pump which can meet the needs 
of all the domestic installations in your 
area—both shallow and deep well! It’s 
the new Rapidayton 2-wire Dolphin sub- 
mersible with advanced SIMPLIFIED 


design. Here’s quick, easy, inexpensive 


installation of both wiring and piping. 
Here’s the finest, most modern submers- 
ible ever built—offered at jet pump 
prices. Made in 14 through 1 h.p. models, 
capable of reaching depths to 360 feet, 
the new 2-wire Rapidayton Dolphin will 
enable you to capture the big volume, 
high profit market. 


Greater 
IMPLICEEY 
SIMPLIC 
Gone is the control box; gone are the cable 
and water-tight splicing problems. All you 
do is connect the pump to a single discharge 
pipe of proper length and lower it into 
the well (4" or larger). There’s either a 60, 
80, or 100 ft. cable pigtail (depending upon 
the horsepower of the pump) attached to 
the pump. You merely connect pigtail to a 
simple motor overload protection box 
(which is furnished), wire from box to 
switch, and connect fittings to pressure tank. 
That's it, The easiest, simplest, most inex- 
pensive submersible pump installation in 
the world, The pump operates completely 
submersed, where it cannat be seen or 
heard, and is frost free, It never needs to 
he primed, And it never needs oil, 


Better 


PERFORMANCE 


Here’s a submersible pump with un- 
matched performance characteristics. With 
the new 2-wire Rapidayton Dolphin you 
can go all the way down to 360 feet and, 
at the same time, provide the higher ca- 
pacities and higher pressures required by 
modern living. The high efficiency motor, 
designed and made by Tait, gives you “plus 
power,” which is your guarantee of longer 
life and more dependable operation. The 
motor has an exclusive starting switch 
(patent pending) and a capacitor which 
delivers a tremendous “kick” — for sure, 
fast starts, (It operates just like a conven- 
tional jet pump motor.) As for the pump 
itself, it has the famous exclusive Rapi- 
dayton “Double Life” stage design, 


me ea aaa ae oe 


Sensational “4 h,p, 
LOW PRICE 


Now, foe the fleet thae, high 
quality eubnveribles in the 
evme prlee Fange with fet 
prrapal Pive by Dap Mapedetay 
ton 2ewhre Dolphin (pump 
only model) eelle at only 


IQ 
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2-WIRE™ 


DOLPHLI 
SUBMERSIBLES 


’ eo ‘a hl ’ 7 
4 es 8 4 A ‘ 4? 


The most complete 2-wire line of submers- 
ibles for domestic use includes 11 models, 
each available as pump only models or as 
complete systems. They are: Deep-Setting 
models in 14, 14,4, 34, 1 h.p.; Mid-Range in 
4,14, 34, 1 h.p.; High Capacity in 34, 1 h.p. 





4 


“DOUBLE LIFE" 


STAGE DESIGN 
The new Rapidayton 2-wire 
Dolphin submersibles have the 
same exclusive “Double Life” 
stage design as the 4 
three-wire Dolphins now in 
dependable use from coast 

to coast. “Double Life”’ 

design is the best solution 

to the sand problem 


COMPLETE FHA* Models 
All Rapidayton 2-wire Dolphin submers- 
ibles can be ordered as complete systems, 
including a standard 42-gallon heavy-duty 
galvanized tank which meets FHA require- 
ments. Cable is attached to pump, and fit- 
tings and overload protection box are pack- 
aged with pump. 


—— 


COMPLETE 


You order as one 
“package,” including 
cable pigtail attached 

to pump, overload 

protection box, 
fittings, and 42-gal. 
pressure tank. 


*farm and home applications 


Exclusive MOTOR Features 


The Tait-designed and made motor used 
in the 2-wire Dolphin submersibles is built 
for extremely high efficiency and “plus 
power.” It is equipped with an exclusive 
starting switch (with special mercury cut- 
out) and capacitor which guarantees high- 
torque starts and assures long capacitor life, 
Dielectric fluid-filled, with perfect hermetic 
seal, Electronically tested, Motor parts 
vacuum impregnated with resin 


The world'a moat modern saubmeraible 


PUMPS designed and built by Rapidayten 
to enable you to capture the heart of the 


PROFITABLE, BIG VOLUME MARKET 


DIVIBION. THE TAIT MANUFACTURING CO... DAYTON 1, OMe 


Katablished in 1908 aa The Dayton Pomp and Mannleoturing Co 
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Questions and Answers 


(Continued from page 28) 


condensation can be approached 
from either of two directions. First, 
nature to take its 
course: develop 100 percent rela- 
tive humidity in the room and then 
maintain the window glass surface 
temperature at 68F. The second 
angle of approach is to reduce the 
relative humidity to 50 percent or 


is to allow 


less and keep it by the use of a 
dehumidifier. That this seems to 


have been unsuccessful so far is 
probably because one with a larger 
capacity to match the rate of evap- 
oration should be used. 


The simplest way to hold 50 per- 


cent relative humidity probably is 
to bring in the outside air, which 
at OF contains hardly enough 
moisture to reach 10 percent rela- 
tive humidity at 70F. The air is 
then heated up to 70F so the swim- 
will be warm and _ finally 
is moved out again as soon as the 
humidistat shows 50 percent. 

This plan calls for a constant 
movement of air through the room. 
Assuming that 50 percent relative 
humidity’ is reached in half an 
hour, the following requirements 
are called for: (1) A fan capacity 
of 200 cfm of OF air, based on the 
evaporation of 4.83 lb of water in 
half an hour. (2) A heating unit 
with a capacity of 20,000 Btu/hr to 
raise 200 cfm of air from OF to 
70F in one-half hour. 

The important factor here is the 
rate of evaporation. 
of the water level in the pool shows 
a loss of about 18.72 lb of water 


mers 


Reader Wants to Know How to Cool a Bowling Alley 


To the Editor: 
We have a customer who wants 
to provide some form of cooling for 
a bowling alley he operates. How- 
ever, at this time he is unable to 
install a full-scale air conditioning 
system. 

Can you 
ment that would some 
relief during hot The 
building is large as shown by our 
sketch (Fig. B) and is constructed 
of concrete blocks. There is a drop 
ceiling over the alley-ways giving 
a 16 ft clearance. The building has 
no basement. 

It has been suggested that a de- 
humidifying installation might be 
the answer. Any help you can give 
us with this problem will be ap- 
preciated. 

Pennsylvania 


suggest any arrange- 
provide 


weather? 


C.M. 


To the Reader: 

The most satisfactory solution to 
this problem would, of course, be a 
complete comfort cooling instal- 
lation. 

However, if 
with 
must be accepted, we suggest you 
consider these possibilities: First, 
In this ar- 


some compromise 


complete air conditioning 


there is spot cooling. 


rangement, which we have added 
to your sketch, cool air is deliv- 
ered from ceiling diffusers over 
the spectator area from a con- 
cealed duct. About five tons of 
cooling equipment should suffice 
and would bring comfort to the 
spectators and somewhat improved 
conditions for the active bowlers. 
A second idea is to pass incom- 
ing air over a cooling coil using 
locally obtainable cool water for 
the coil. The water should be cir- 
culated through the coil at 65F or 
lower, a temperature available in 
some areas of the country from the 


city supply. This would require 


Observation . 


condense 


To this 


amount with 0F outdoor tempera- 


every hour 
ture, the glass area needed is ap- 
430 sq ft of double 
pane windows. The total glass area 
is not stated in the problem, but if 
we have 18.72 lb of water to han- 
dle every hour instead of the 9.66 
assumed, we must double the fan 
capacity and the rating of the heat- 
er. If the total glass area is less 
than 430 sq ft, we are inclined to 
suspect that a leaky drain valve, or 
possibly some seepage through the 
walls of the pool, is helping to 
lower the level of the water. 

The alternate solution, which 
contemplates holding the window 
glass at 68F with 100 percent rela- 
tive humidity in the room, could be 
accomplished with the use of a 
fan-fitted heater. The heater could 
direct warm air over the windows, 
warming them to 68F, and thus 
eliminating the condensation. END 


proximately 


checking in the area of the bowling 
alley both for temperature and for 
the cost of water. If water rates 
are high, mechanical refrigeration 
might be required. 

Insofar as the suggestion of a de- 
humidifying installation is con- 
cerned, we suggest you contact 
manufacturers and suppliers of this 
equipment for advice. We estimate 
you would need equipment capable 
of removing between 4 and 5 gal. of 
water an hour. We would not an- 
ticipate any unfavorable effect on 
the alley-ways since neither the 
degree of dryness reached nor the 
number of hours the equipment 
would be employed seem exacting 
enough to affect the wood. END 
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Fig. B shows the layout of a bowling alley in which the owner wants to pro- 
vide some relief from heat. A suggested method is to have cool air deliver- 
ed from ceiling diffusers over the spectator area as shown in the diagram. 
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THE WEDGE TAKES THE WEAR «= and spares the rings 


MADE WITH BRONZE OR NICKEL ALLOY WEDGE 
The bronze wedge provides lasting economy for most 
applications. The nickel alloy wedge provides extra resist- 
ance where rapid wear and corrosion are factors. 


JENKINS BRONZE GATES WITH MONEL SEAT RINGS 
200 psi 300 psi 
Fig. 270-U, Bronze Wedge Fig. 280-U, Bronze Wedge 
Fig. 270-UN, Nickel Alloy Wedge Fig. 280-UN, Nickel Alloy Wedge 
Fig. 270-UL, Bronze Wedge, 350 psi 
U.L. approved for L.P.G. Services Fig. 280-UX, Bronze Wedge 


JENKINS BRONZE GATES INCLUDE DIFFERENT PATTERNS 


125 * 150 * 200 * 300 * 350 psi SOLID WEDGE * SPLIT WEDGE 
SCREWED * FLANGED * SOLDER END * SOCKET END QUICK OPENING 


Cali your local Jenkins Valve Distributor for complete information. 
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Easy replacement 
of the wedge only — 
right on the line — 
restores 

full efficiency 


THE MONEL SEAT RINGS are expanded into the 
body to assure a positive, leak-proof joint. Exhaus- 
tive tests in typical monel-seat gate valve services 
show that this permanent all-around support of the 
rings is essential to guard against deforming, loos- 
ening, or shifting. 

THE RENEWABLE WEDGE (bronze or nickel alloy) 
has excellent wear resistance, but has a lower degree 
of hardness than the heat-treated Monel rings, which 
have optimum resistance to erosion and corrosion 
as well as abrasion. Thus, wear of the wedge leaves 
the rings relatively unaffected. When necessary to 
renew the wedge, you simply remove the valve 
bonnet, slip the old wedge off the stem, and slip 
on a new one. 

GET PRACTICAL, LOW-COST RENEWABILITY in the 
valves you choose for the tough, punishing services 
that require Monel-seat gates. Compare . . . there 
is nothing simpler, faster, or more economical than 
Jenkins replaceable wedge design — and you also 
get the plus of Jenkins extra valve in every other 
feature. Jenkins Bros., 100 Park Ave., New York 
17, New York. 


JENKINS 


VA LVES=@> 








“I used to think all soil pipe was alike but today I 
0 specify machine cast Superspun. It started when my 
wholesaler showed me how I could save extra manhours with 
Superspun. I saw a way to make a nice saving on my costs 
and still meet the toughest specifications. Let me show you... 


e Look at these hubs and spigots .. . perfectly round. Did 
you ever add up the time wasted on grinding fittings 
that don’t fit? I found that Superspun saves all that time. 
There’s not a lump or obstruction in these fittings, 


Superspun’ quality costs no more 


Look at this section...round as a dollar. And no 
12) seams—inside or out. That’s because Superspun is cen- 
trifugally cast in sand-lined flasks assuring smooth walls like 
this. That wall thickness is always uniform, too. Now... 


6) This is a Superspun joint. Smooth and even. My men 
don’t have to use up time trying to caulk out-of-round 
pipe. And that Superspun hub shoulder is reinforced for 
extra strength, 


With labor costs rising, the contractor who wants to make a fair profit 


must trim installation time to the bone. Superspun Soil Pipe and Fit- 


tings are machine cast for perfect uniformity that saves time and work 


yet Superspun more than meets the most rigid soil pipe specifications. 


Ask your wholesaler ... Then Specify Superspun. 
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.. saves time, work, and money’. 


Here's how that pays off. In the first place my men 
© handle Superspun a lot faster. It’s easier to handle; 
cuts easy and clean because it is seamless. So we shorten 
cutting time. There’s less waste with Superspun, 


7) With bidding as tough as it is today, every saving you 
make on installation time may mean the difference 
between getting or losing the job. That’s why I specify 
Superspun today. I know I will save labor costs and waste. 


LOOK FOR 
THE YELLOW 
HUB 


Every piece of Superspun pipe, and the fittings, too, are 
0 always uniform. Every piece of pipe is machine spun and 
individually water tested. Even the fittings are machine cast. 
I've really saved money with this dependable quality. 


A / 
DAME 
jj Sage Me. 
4 7 a i is 
8) Another thing—and it's important. With Superspun, you 
can lay it and forget it. It’s tough enough to stand up 


under just about anything that’s put through it or that may run 
over it, yet it’s flexible enough to give when ground settles.” 


UPERSPUN 


CAST IRON SOIL PIPE AND FITTINGS 


Manufactured by COMBUSTION ENGINEERING, INC., Chattanooga, Tenn. 
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TIPS FOR 


Here's a Way to Build Up Your Sales Force 


How CAN THE PLUMBING and 
heating contractor enlarge his 
sales force with capable tempo- 
rary or part-time help during 
special sales or peak buying pe- 
for that matter, all 
year long to boost his gross sales? 

One way is that followed by a 
Philadelphia contractor. He hires 
“senior citizens’ — active men 


riods—or, 


and women living on retirement 
pay—to bulk up his sales staff. 


«There are more than 14 mil- 
lion people in the U. S. in the 
retirement age bracket. Many 
need part-time work, not only to 
supplement their income but also 
to relieve the tedium of idleness. 
The afore-mentioned contrac- 
tor’s experience has convinced 
him that these folk are capable, 
conscientious salesmen who 
make a real contribution to the 
company’s income. 

As an example, the Philadel- 
phia contractor cites the case of 
a 76-year-old gentleman on his 
temporary staff who contributed 
almost as many sales on a pro- 
portional basis as the regular 
younger men. The success of this 
old-timer prompted the contrac- 
tor to hire other retired person- 
nel, a move he has never re- 
gretted. 


s“Older men who have had 
some selling or mechanical back- 
ground work out particularly 
well,” the contractor says. “But 


36 


we've had good luck with elder- 
ly women too. They naturally 
stress the decorative and prac- 
tical uses of our products and 
describe them in the homemak- 
er’s language.” 

Even older people on social 
security can work on a tempo- 
rary basis since they are per- 
mitted to earn up to $1,200 a 
year, the contractor notes. 

He adds that he rarely finds 
slackers among the older folks. 
They are happy to be active 
again and are highly conscien- 
tious. 

“They even help pep up the 
younger men,” the Philadelphian 
says. “They remind the regular 
staff that youth alone isn't 
enough in this world.” 


«We use our part-time help in 
our store during peak selling pe- 
riods,” the contractor continues. 
“But we also use them extensive- 


MANAGEMENT 


ly to sell not only appliances but 
plumbing and heating installa- 
tions on the outside. Men and 
women who work in our store 
usually do so on a salary plus 
Those who work 
on the outside work on straight 
commission. We pay for leads 
that result in sales. You’d be 
surprised how often these old- 
timers interest their own young- 


bonus basis. 


er friends as well as strangers in 
remodeling their homes.” 


# Training the older salespeople 
is usually a simple job, the con- 
tractor says. They attend a brief 
indoctrination period where 
they learn the basic selling fea- 
tures of their products, finance 
plans offered and so on. When 
they first join the active sales 
staff, they handle only the initial 
part of selling, with older, more 
experienced personnel called in 
to close the sale. Gradually they 
learn the sales technique and are 
given full rein. END 








HIRING “SENIOR CITIZENS” who have retired, or are otherwise unemployed, 
can help increase a contractor's sales both in the store and in the field. 
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HOW SUNDSTRAND FUEL UNITS BACK UP YOUR BURNERS 





Keeps nozzle cleaner 


One ~ 

















Nothing else keeps foreign matter out of your oil burne: 
nozzle like the fine-mesh monel metal screen of a Sundstrand 
Fuel Unit—spring-seated to exclude a// dirt and designed 
extra-big to assure uniform oil delivery all season, cut service 
to a minimum with all of Sundstrand’s single- and two-stage 
models. That's half the job of keeping the nozzle really clean 

the other half is eliminating external carbon formation 
This is efficiently handled by Sundstrand’s hydraulically bal 
anced valve and seep-proof bronze-on-neoprene valve cutoff 
These are designed to keep oil from collecting on the nozzle 
during and after shutoff, eliminating carbonizing from re 
flected heat. No other fuel unit offers you this protective 
combination—another good reason to specify Sundstrand 


first in fuel units! 


SUNDSTRAND 


HYDRAULIC DIiViIision 


of Sundstrand Machine Tool Co., 2210 Harrison Ave., Rockford, Ill.—Eastern Sales Office: 89 Summit Ave 
Summit, N. J. Made in Canada by John Inglis, Ltd., 14 Strachan Ave., Toronto; in Sweden by Sundstrand 
Hydraulic AB Stockholm; in France by R. S. Stokvis, et Fils, S, A., 20-22 Rue Des Petits-Hotels. 
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Featured in this functionally designed bathroom are the Gerber 
Saratoga Bathtub, with chrome bath and shower trim; two Sherman 
Counter-top Lavatories, with chrome fittings; and the Mount Vernon 


Reverse Trap Closet. The bathroom's “compartmented” layout— 
with separated bathtub area, lavatory area and closet area—allows 
each section to be closed off for privacy. 


Gerber fixtures can show you the way 
to increased sales ...and bigger profits too 


With Gerber Piumbing Fixtures you offer your customers 
top-flight quality and beauty ...facts proven by 
record saies in all competitive markets 


Plumbing fixture quality, together with well-planned 
bathroom layout, attracts remodeling and new home 
customers. With Gerber you don’t sacrifice the sales 
appeal of quality fixtures even on lower priced, tight- 
budget jobs—and you're able to sell more of them. 


Gerber makes a complete line of plumbing fixtures, 
in brass, vitreous china and steel enamel ware. Offering 
the five most popular colors, and white, your increased 
sales require less inventory. Simplified installation is 
engineered into all Gerber fixtures, and they carry the 


Gerber plumbing fixtures let you offer your cus- 
tomers the styling and quality usually found only in 
much more expensive fixtures. Yet Gerber’s sensible 
pricing gives you your normal profit margin and still 
lets you offer a quality bathroom “package.” 


Good Housekeeping seal. 


Be sure you see a Gerber wholesaler or representative 
before you specify fixtures for your next building or 
remodeling job. 


ss 


Free Catalog Guaranteed 
Write for Catalog D-10 Grd och GERBER Piumbing Fixtures 
96-pages of photographs, 
installation and 
specification informetion. 


Gerber Plumbing Fixtures Corp., 232 N. Clark St., Chicago 1, Ill. 
5 Modern Plants: Kokomo, Ind.; Woodbridge, N. J.; Delphi, Ind.; Gadsden, Ala.; West Delphi, Ind. 
Export Division: Gerber International Corp., 500 Green St., Woodbridge, N. J. 
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AT PRESS TIME 


\ 


\ 
INCLUDING WASHINGTON REPORT 


\ 


| 


THE big news last month was an announcement by General 
Electric Co. that it_will begin a drive to recruit plumbing 
and heating contractors as "kitchen remodeling specialists." 
GENERAL ELECTRIC To make the drive pay off, GE also announced the con- 
CONTRIBUTES tribution of a de luxe complete kitchen (approximate val- 
COMPLETE KITCHEN ue $3500) as a prize in DE's Big Push Remodeling Sales 
TO DE's BIG PUSH Contest. 

CONTEST That's quite a prize for p-h contractors to shoot at. 
You'll find the complete story of GE's decision beginning on 
page 84. Also see page 106 for last minute news about the 
contest, prize descriptions and information on how you can 
enter. 
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After its long decline, the rate of new housing starts 
appears to have leveled off. 

July starts were at the same level as May and June, an 
annual rate of 980,000 units. 

The next move in the housing curve is to be upward, the 

NEW HOME STARTS prognosticators are saying, and the next three to five years 
TO INCREASE should see a healthy 1.2 million starts a year as new family 
formations begin to reflect the higher birth rate of the 
early ‘40's. 

The recent move by Congress in lowering down payments 
for lower and medium priced homes is not expected to have a 
Significant effect this year, but should be a plus factor 
for next year's home building activity. 

**** 

Word was received at press time that the Air Condition- 
ing Division of American-Standard has announced a reduction 
in the price of furnace units in its warm air heating line. 

AMERICAN-STANDARD The prices have been published in new dealer price lists 
ANNOUNCES PRICE issued to American-Standard distributors throughout the 
REDUCTIONS ON country. 
WARM AIR FURNACES The firm also announced a new 10-year warranty covering 
all furnace units. Previously, the warranty was one year. 
* ke 


























In its general business outlook for the balance of 1957 
and for 1958, the Gas Appliance Manufacturers Assn. is pre- 
dicting that unit sales in 1957 will be 10.9 percent below 

1957 GAS APPLIANCE the 1956 figures. 
SALES MAY BE Sales in 1958 will be about 2 per cent over the 1957 
DOWN 10 PERCENT figures. 

The following GAMA percentages indicate the relationship 
of first half sales this year to the same period for 1956: 

Oil-fired central heating equipment—down 13 percent 

Gas-fired central heating equipment—down 14 percent 

Automatic gas water heaters ——————- down 1l percent 

Gas Ranges down ll percent 

(Please turn to top of next page) 
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CONTRACTOR GROUPS 
WITHDRAW SUPPORT OF 
BID SHOPPING BILL 


TRADE PRACTICE 
RULES COMMITTEE 
APPROVED FOR 
WHOLESALERS 


KILEY NAMED 
TO NAPC POST 


SCHEDULED FOR 
JANUARY HEARINGS 


HOME LAUNDRY 
APPLIANCE SALES 
GAIN IN JULY 


WOMEN'S CONGRESS 
ON HOUSING SET 
FOR OCTOBER 


The figures are indicative of the situation in the 
entire major appliance and equipment field, says GAMA, and 
reflect, in part, the decline in new housing this year. 


eK 


Two major contractor groups have announced opposition to 
the anti-bid shopping bill, now pending in the Senate Ju- 
diciary Committee. 

Both the National Assn. of Plumbing Contractors and the 
Mechanical Contractors Assn. oppose the bill in its present 
form, saying it now has unacceptable features that would be 
detrimental to the best interests of the plumbing, heating 
and piping industries. Previously, prominent officials of 
both groups had supported the original bill.. 

For the complete story of the big switch and what's be- 
hind it, see page 102. 











tt: 


The p-h industry's Wholesaler Trade Practice Rules Com- 
mittee has now been approved by the Division of Trade 
Practice Conferences of the Federal Trade Commission. 

The committee is composed of 29 wholesalers from all 
parts of the country who will act as a discussion and ad- 
visory group representing p-h wholesalers with the Federal 
Trade Commission. 

Walter Reichle, Saginaw, Mich., wholesaler, and tem- 
porary chairman of the Plumbing and Heating Trade Practice 
Rules Industry Committee, said the move is a big step forward 
for the industry in making the rules work. 

Reichle emphasized that the committee is not a policing 
agency nor a clearing house for complaints. It will, how- 
ever, take accurate and complete information back to local 
areas on how to make the rules effective and how to file 
complaints, Reichle said. 

















KK 


Leonard F. Kiley, Salem, Masse, plumbing contractor, 
has been appointed chairman of the public relations commit- 
tee for the National Assn. of Plumbing Contractors by Wilbur 
Hokom, NAPC president. 
Kiley is a former member of the board of directors and 
has served as president of his local and state associations. 
*xeRE 








The Jenkins-Keogh bill, which would allow self-employed 
persons an income tax deduction for funds set aside for re- 
tirement (DE, Aug., page 99), will be called up prior to 
adjournment of the House Ways and Means Committee. 

By prior agreement, the committee will schedule the bill 
(HeR. 10) for a series of hearings beginning Jan. 7, 1958. 

The NAPC passed a resolution at its Dallas convention in 
June in support of the bill. 








>, 

Factory sales of home laundry appliances during July 
were 22 percent over the June figure, totaling 416,874 
units. The figures reflected the predicted upturn for the 
last half of this year, according to Guenther Baumgart, 
executive director of the American Home Laundry Manufac- 
turers Assn. 








About 100 women representing all 48 states will convene 
in Washington, D. Ce, Oct. 9-11 to express their views on 
plumbing, heating and homes in general. 

The event is the Women's Housing Congress of 1957, the 
basic purpose of which is to obtain data on feminine prefer- 
ences in housing as a guide to manufacturers and contractors. 

Among the industry sponsors are the National Assn. of 
Plumbing Contractors, the Better-Heating-Cooling Council 
and the Copper and Brass Research Assn. 
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Basis for the 


exchange of 

















The advisability of exchanging ideas with 
your wholesaler’s salesman cannot be 
overemphasized. This is because every day of 
his life he’s accumulating helpful ideas — 
important to your business and its steady 
growth — that are yours without even asking. 
Thoughts that, in many cases, will enable 
you to make decisions most favorable 

to your business. 











Another result of these get-togethers is that 

he becomes acquainted with your 

particular needs, and you with his many, 
varied services and resources. Your interests 
are his interests because his most 

important job is the job of serving you. 

It is for this reason that most wholesalers 
feature GRABLER Square “Gee” Pipe Fittings 
— package-protected in convenient, 
easy-to-handle cartons... kept clean and 

ready for immediate use. Order your supply today. 


Dependable Distribution from these Warehouses: : 
New York © Philadelphia © New Orleans 
Atlanta ¢ Pittsburgh © Cincinnati © Dallas 
Chicago ¢ St. lovis © Detroit © Denver 
Minneapolis @ San Francisco ©® Los Angeles 


Manufacturers of the SQUARE GEE Line of Pipe Fittings 





The GRABLER 3 Manufacturing Co. * 6565 Broadway * Cleveland 5, Ohio 














FLOAT-TYPE MAID-O'-MIST 


Chitmi, MUTO-VENTS 


Vent air continuously from all hot water heating 
and chilled water cooling systems 


get rid of air pockets 
that block circulation! 


Maid-O’-Mist does the job 
so well... for so little! 


Ask any successful heating or air conditioning 
contractor. He’ll tell you that MAID-O’-MIST 
Auto-Vent makes any hot-water heating or 
chilled water cooling system perform better 
because it CONTINUOUSLY vents air that 
stops the free flow of water. Install them 
quickly, easily, economically . .. and forget 
them. They’re trouble-free! 


NO. 7 AUTO-VENT 
No. 7 is justly famed for doing a competent, 
automatic continuous job of venting air that 
chokes circulation. For vertical mounting only 
on pipe-lines, coils, convectors, radiant 
panels, unit heaters, etc. No air chamber re- 
meer yee quired, Up to 75 lbs. working pressure. Small 
. size 436” x 214” for 14” I.P. female con- 

nection. 





NO. 67 AUTO-VENT 


If your space is limited, Number 67 will do 
the job for you. Little but mighty, its overall 
size is just 3/16” x 114” with 14%” I.P. male 
connection. Up to 30 lbs. pressure. Like all 
MAID-O’-MIST Auto-Vents, it is simple in 
design, yet wonderfully effective in operation. 











NO NO. 72 AUTO-VENT or horizontal mounting. Size 1%” x 

67 A fast-venting valve of the expansion a" with %” I.P. male connection. Disc 

FLOAT TYPE type for convectors, baseboard and dries quickly because of immediate 
free standing radiation. For vertical drainage. 


Get full information from your jobber or write for catalogue today! 


AUTOMATIC HUMIDIFIERS . .« « « « «© « « WATERLINE CONTROLS 
AUTO VENTS « « « HEATING AND AIR CONDITIONING SPECIALTIES 


MAID-O’-MIST, Inc. 
3217 NORTH PULASKI ROAD - CHICAGO 41, ILLINOIS 





MAID-O'-MIS 
BALANCING VALVE 
ADAPTER UNITS 


make ALL water systems perform 
better thru BALANCED FLOW! 


FLOAT TYPE 


"O27 AUTO-VvEiNT— 





LT Re —— 
i) 


NO. 27 AUTO-VENT 


Smaller sized vent—for hori- 
zontal mounting. Construc 
tion and internal working 
parts are the same as the 
No. 7 Auto-Vent but designed 
for horizontal mounting only 
with %” 1.P. female side con 
nection. For use on conve 
tors, free standing radiatior 
and radiant heating coils, etc. 
For air pressure up to 50 lbs. 
size 3” x 2! 


FLOAT TYPE No. 14 No. 15 No. 16 


Install in copper Install in cast Install in cast 
or bronze tee to iron tee to 
complete a complete a 
balancing valve balancing valve 


brass tee to 
complete an angle 
balancing valve 


for hot water heating . . . for chilled water cooling 


for any system where liquid is circulated 


With MAID-O’-MIST ba 
avoid carrying heavy stocks of 
the MAID-O’-MIST units can be 
They’re simple as A-B-C to ir 

AUTO-VENT They are sweat-fitted into copper 


he " , _ i al threaded 
¥ into cast iron tees And what ; 
y aan seen remarkable job they do ir g 
eal : ‘nila 


ancil 


pls 


nere trifle 


ater flow freely 
Same size and Since the pip 
ie aes lucet there’s no wat 
general cor duced, 7 
truct I i except for the balancing 
Ll "tion as 
, N 97 Contractors and Engineers ag 
tne 0, a= i , naa y 
Auto-Vent but MAID-O’-MIST Adapter Uni 
ito en ut ’ " 
med with MAID-O’-MIST’S 
s s s . N 
designed for horizontal ware Sand ig ne 
° > ed l make ni | 
pe gpa lg os Seer eat team for efficient water ci 
wee al I Hic) Wi ire 
cal male bottom connection. sala 
For combination heating and 
cooling convectors, base board 
radiation, radiant panels, etc., 
where space is limited. For No. 14 
5 ) ine c ster 
air pressures up to 50 lbs. inch Adapter 
Size 3” x 2'2”. 


Phantom view of one 
Unit in a tee ready 


Get full information from your 
jobber or write for catalog today! 


MAID-O-MIST, Inc. 


3217 NORTH PULASKI ROAD - CHICAGO 41, ILL. 





















































LOOK AT YOUR LETTERHEAD-<- 


VERYBODY ELSE DOES 


Give feature billing to letterhead’s two most im- 
portant elements—the company’s name and services 


“WE DON’T KNOW exactly what 
we don’t like about our present 
letterhead. Maybe it’s that there’s 
nothing distinctive about it. It 
could be anybody’s. We’d appre- 
ciate any help you can give us 
to make it more uniquely our 
own. We lean toward a modern- 
looking design, but we don’t 
want anything extreme. Can you 
give us a hand?” (William Den- 
ise, Rochester, N. Y.) 

The letterhead Domestic En- 
GINEERING designed for Mr. Den- 
ise in response to his request is 
pictured on this page. The de- 
sign is clean-cut and up-to-date 
looking. At the same time it sug- 


gests permanency and reliability 
—two characteristics that every 
company wants to see reflected 
im every piece of advertising and 
promotional material to leave the 
store. 

The 


in the letterhead necessarily is 


most noticeable element 
the company name. The use of 
heavy but stylized type to spell 
cut the name “Denise” together 
with the centering of the word 
in the logo gives the company 
name the desired prominence. 
Feature treatment also must 
be given to the company’s spe- 
cialties—plumbing, heating and 
piping. This is particularly true 


ENISE ROAD 
16, N.¥ 


486 O 
ROCHESTER 
Crarlotte 0702 


INC. 


PLUMBING - HEATING 


A Before 


SELL 


7 WSTAL 


Cuaranter 
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486 DENISE ROAD 


since these designations are not 
incorporated in the firm name. 
To make the reference to the 
company’s services stand out, 
the words are spelled out in clear 
white, with the whole imposed 
upon a narrow horizontal red bar. 
e This red bar has a multifold 
function to perform. In addition 
to serving as the means for giv- 
ing prominence to the nature of 
Denise’s business, it also under- 
scores the company name. Fur- 
ther, it helps to connect the firm 
name to its address and tele- 
phone number. 
the 


affiliation 


the 
up 


location of 
breaks 

the 
makes the seal itself stand out 


Because 
trade seal 


the bar’s continuity, bar 
more prcminently than it would 


if it were “floating” on the page. 


# Finally, of course, the bar adds 
the important element of color 
to the over-all design. The use of 
the red, in combination with the 
black, white and gray tones of 
the logo, adds up to a letterhead 
that is attractive, modern, eye- 
catching and 

letterhead that 
bered by its recipient. 


dignified. It’s a 


will be remem- 


END 


THE DENISE FIRM wanted a letter- 
head that would be recognized as 
distinctly its own. To satisfy this 
requirement, the company name is 
centered, in stylized type, over a 
red horizontal bar that plays up 
the firm’s services 


ROCHESTER 16, N 












































PER SQUARE INCH —feature for feature —Slant- 
Fin out-engineers, out-performs all other competi- 


tive heating units — costs you less to install. It’s the first 
choice of contractors, builders and architects. Here’s why: 


THE NEW SLANTED FINS have 29% extra heating surface. 
Heat output is boosted further by sealed fin ends which create 
a stack effect. Wider fin spacing increases air circulation, 
reduces dust clogging. And these fins are safe. No more cut 


fingers for installation crews. 


UNIQUE PIVOT-ACTION DAMPER SUPPLIED FREE 
with every length of Slant-Fin. 
No bulky knobs or chains. 
Vane opens or closes with 





finger-tip pressure at any 
point. It pivots on a stainless 
steel rivet, operates smoothly, 
will never bind, can be set at 
intermediate positions. 















































FIRST REALLY SILENT BASEBOARD. The fin-touch-fin 
construction soaks up sound. “Ping” and “pong” noises — a 
major cause of call-backs — are a thing of the past. And Slant- 
Fin has licked friction noises, too. All fins slide silently on 


an ingenious track hanger. Fins don’t even touch the enclosure. 


STRONGER TUBES — LONGER SERVICE. 
When joining tube to fin, other manufacturers 
expand, thin-out and weaken the tube. Slant-Fin’s 
exclusive process maintains full wall thickness by 
forcing the tube through undersized fin holes. 


The tube is never weakened by expansion. 


FINS CAN’T LOOSEN. Fins are firmly bonded 
together and to the tube by rigid tooth-and- 
bubble flanges. This perfect bond assures bet- 
ter heat transfer. And talk about strength! You 
can stand on this finned element. Fins cannot 


be crushed or bent—they reinforce each other. 
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Send for FREE helpful booklet: 


. Cutti 
HO CUTTING OR ASSEMELING ON THE 206. Culling “A NEW SLANT ON CUTTING BASEBOARD INSTALLATION COSTS” 


to fit can be annoying and costly. Use 4, 5, 6 or 8 foot Slant-Fin 
lengths with telescoping extensions for a faster installation. 
Each unit is individually packaged, completely assembled at 
the factory. End caps, wall trim and inside corners are all 
equipped with time-saving piano hinges. Front panels and all Please see that I receive your free booklet, “A Neu 
accessories just snap on. No screws. No tools. Not one minute Slant on Cutting Baseboard Installation Costs” 

of wasted installation time with Slant-Fin baseboard heating estes ! 

FROM COMMERCIAL RADIATION TO FINNED PIPE FOR SPECIAL 


PROCESS INSTALLATIONS, YOU CAN ALWAYS RECOGNIZE A 
SLANT-FIN PRODUCT BY ITS ENGINEERING AND DESIGN EXCELLENCE. 


tiie. AMAA ‘AKOTA HAA) |) 


RADIATOR lly C= 


87-49 130th Street, Richmond Hill 18, N.Y. (Dept. DE-97) 





say Romaniello Bros., 
Plumbing Contractors, 
Waterbury, Conn. 


Every contractor knows that copper tube saves time 
...Cuts actual installation and labor costs. But here 
are some amazing new facts and figures! Here’s proof 
that on an average plumbing and drainage installa- 
tion, superior corrosion-resistant Chase copper tube 
for HOME LIFELINES can cost less than using pipe 
of rustable metal! 


See the cost comparison on the opposite page. No 
wonder so many plumbing contractors choose Chase 
copper tube for all their plumbing jobs! 


Today there’s more to offer than the long-range 
economy of durable, trouble-free Chase copper tube. 
There’s even more than quick, easy, time-saving in- 
stallation. There’s real economy right from the start! 


With Chase copper tube, you can give your custom- 
ers the very best—and save money, too! 


So now more than ever, HOME LIFELINES OF 
CHASE COPPER TUBE are your Lifelines to Profit. 


For even greater profits...tie in with Chase’s Home Lifelines Promotion! 








Chase advertising in LIFE 
magazine sells the quality and 
economy of copper... sends 
pre-sold customers your way! 


See your Chase wholesaler for 
the biggest promotional 
package of selling helps you’ve 
ever had on copper tube! 








YOURS FREE! 20-page sales manual 
—‘‘How To Be A Prime Contractor’ — 
shows you how to build new business 
. +. get complete modernizing jobs! 
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*74.16 by installing 
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136.75 


$ 
Water Lines 478 . 52 
Galvanizy prainage Lines 615.20 
a 


ATER LINES 


COPPER WAT * 
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...IT CAN PAY YOU TO INSTALL HOME ae ‘hase Pp: 


LIFELINES OF CHASE COPPER TUBE! 
BRASS & COPPER Co. 


WATERBURY 20, CONNECTICUT 
SUBSIDIARY OF KENNECOTT COPPER CORPORATION 


The Nation’s Headquarters for Brass, Copper and Stainless Steel 

Atlanta. Baltimore Boston Charlotte Chicago Cincinnati Cleveland Dallas Denver Detroit Grand Rapids Houston Indianapolis Kansas City, Mo Los Angeles 

Milwaukee Minneapolis Newark New Orleans New York (Maspeth, L.1.) Philadelphia Pittsburgh Providence Rochester St.Louis Sanfrancisco Seattle Waterbury 
49 
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OPERATION New General Electric 
BIG TICKET | to get your full share of 





Realistic Big Ticket Plan, available through 
your General Electric distributor, outlines all the 
help you need—from floor plans to finance plans! 


5 yom astonishing kitchen appliance market, 
with its heavy trend toward complete kitchens, 
is big, booming—and begging for attention. 


Its surface has barely been scratched. 

Now Big Ticket comes up with a complete pro- 
gram of all-out assistance to let you capitalize on 
this opportunity. Now you can sell the most 
wanted line of complete kitchens—practically on 
a shoestring. 

We're not asking you to swallow that whole. 
We want to tell you what you get on Big Ticket 
from beginning to end. 


First of all: realistic financing. Big Ticket begins 
by giving you the most effective selling tool in the 
business—a sparkling General Electric Display 
Kitchen—on credit terms available through 
General Electric Credit Corporation. 
For as little as $180.00—a 10% down payment—you may ee ‘ - ‘ , : 
be able to put a G-E Display Kitchen like this on vour floor. And For instance, for as little as 10% down, you may 
that’s only the beginning. Read these pages and find out more! be able to put a display kitchen on your floor. 


You sell without inventory! Your You sell the most preferred line in the You sell the most pre-sold appliances! 
General Electric distributor supplies all business! Independent surveys prove Wherever you look—or listen—there’s 
appliances as you need them, General Electric ranks lst with women. G-E Major Appliance advertising. 
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sales plan helps you 
the rich, ripe kitchen market! 


That’s ail the inventory you need. Your General 
Electric distributor supplies the units you sell 
as you sell them. 


How do you pay for these sold units? Under its 
Work-in-Progress Plan, General Electric Credit 
Corporation will finance your total outlay for 
major appliances until your customer’s kitchen is 
completed and accepted. 
Now ... about customer financing: New General 
Electric Credit Corporation Kitchen Moderniza- 
tion Plan lets you sell for as low as 10% down 
with less than typical monthly car payments 
spread over not 1, not 3, but 5 full years. 
To help you handle installation—and get the extra 
profits that go with it—your General Electric 
distributor’s factory-trained specialists will work 
day-by-day, step-by-step with you on selecting 
and setting up a complete installation staff. 
That’s only the beginning. General Electric dis- 
tributor experts will be at your service to help 
plan your kitchen layouts, color schemes, decora- 
tion, design. They’ll make estimates, blueprints, 
supply color swatches, even give suggestions on 
painting and floor covering. 

If you wish, you can take advantage of a com- 
plete selection of hard-selling mat ads, radio 


scripts, full-color promotion slides, and a full- 
length technicolor movie for use at women’s 
group meetings. 

And what a line of kitchens you'll sell! The 
General Electric line is years ahead in style, com- 
pletely integrated in color and design, packed with 
more sales features than any other line in the 
industry. 

Think it over. This market features a high 
margin profit picture. When you sell complete 
kitchens, you’re not competing on a single- 
appliance price basis. You're dealing on a service 
basis in the sale of tailored multi-appliance units. 
And the man who can supply the service in this 
new field is the man who can get the sale—and 
the whopping, multi-unit profil. 

The big beauty of Big Ticket is that it makes 
it possible for you to supply that service and still 
have time to do the job you do best—sell. 

Add it up. This booming kitchen business can 
make a big difference in your career. Get in on the 
ground floor—now. 


See your General Electric distributor—or send 
in the coupon. General Electric Company, Major 
Appliance Department, Appliance Park, Louis- 
ville 1, Kentucky. 





a 


YOU GET ALL THIS...AND MORE 


1 Delivered to you for as little as 10% down: a new 


General Electric Display Kitchen. 


2 Liberal customer finance plans—up to 5 years. 


3 No inventory problems—you simply order from General 


Electric distributor warehouse. 


4 Plans—plus color, flooring, painting suggestions. 


§ Most pre-sold line in the business. 


General Electric Company 
Major Appliance Department 
Appliance Park, Louisville 1, Ky. 


Gentlemen: I want to know more 
about your new Big Ticket Plan. 


I 
i 
! 
| 
i 
i 
1 


Live Better... electrically 


GENERAL @@ ELECTRIC 
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Water Systems Promotion Set for Fall. 
Here's How P-H Contractors Can Tie In 


Curcaco—Plans for a fall pro- 
motional drive aimed at the farm 
market were discussed at the recent 
of the National 
Assn. of Domestic and Farm Pump 
Mfrs. held in Delavan, Wis. 

The theme of the campaign will 
be “Farm Better Electrically; In- 
stall Running Water First” and is 
designed to take advantage of the 
natural tie-in that exists between 
the two needed utilities on 
the farm. 

Carl Nickel, Peerless Pump Div., 
Food Machinery & Chemical Corp., 
Indianapolis, who heads the plan- 
ning committee, said that for some 
time the association has recognized 
the need for a fall farm market 
The program is ex- 
pected to balance the annual Na- 
tional Water Systems Month pro- 


Cole Doubts FHA Action 
Will Boost Housing Now 


D.C.—Albert M. 
Cole, Federal Housing Administra- 
tor, said last month he “frankly 
doubts” that recent government 
action lowering down payments on 
homes financed by FHA insured 
mortgages will increase housing 
starts this year. 


summer meeting 


most 


promotion. 


WASHINGTON, 


Cole said the move was primarily 
designed to income 
families in getting adequate hous- 
ing rather than 
building generally. 


assist lower 
increase home 

He predicted 
that housing starts this year would 
be only slightly above the current 
annual rate of 970,000 units, about 
16 percent below last year. 


motion in May which is directed 
the 


tential and commercial market. 


primarily to non-farm resi- 

An extensive editorial package 
has been developed to help dealers 
build sales, Nickel said. 
in the 


Included 


promotional package are 
stories on the related advantages 
of complete farm water systems. 
two 15-minute radio interview 
scripts, six one-minute spot radio 
announcements and a 


newspaper release. 


suggested 


New Way to Identify 
Quality Plastic Pipe 


New York City—A new insignia 
has been adopted by members of 
the Plastic Pipe Research Council 
of the Society of the Plastics In- 
dustry as a means of identifying 
plastic pipe for potable water. 

The insignia, which is designed 
for use with the National Sanita- 
tion Foundation Seal of Approval, 
also will serve as a device for 
identifying plastic pipe extruders 
and raw materi?! suppliers who are 
sponsoring the industry’s research 
and education program. 

The new logotype (below, left) 
may only be used by members of 
the Council and 
advertisements, 


is designed for 
public relations 
letter- 


heads and packaging materials. 


material, display pieces, 


(NEWS continued on page 54) 


Nationwide Meetings Spark Kohler Sales Drive 


Kou.Ler, Wis.—A series of sales 
meetings discussing sales features 
»* Kohler Co. plumbing fixtures and 
the quality control used in their 
manufacture are now being con- 


ducted in the company’s branch 
cities throughout the country. 
Several 


thousand contractors, 


wholesalers, plumbing apprentices 
and home builders have attended 
about 40 meetings held so far. 
Color slides are used to show vari- 
ous steps in the manufacture of the 
company’s products. Slides are also 
used to demonstrate a variety of 


Kohler. 


sales aids available from 


Features of Kohler Co.’s plumbing fixtures are pointed out by R. R. McCabe, 
Kohler representative, during a sales meeting at Santa Fe Builders Supply 
Co. in Santa Fe, N. M. The meeting was typical of a series now being con- 
ducted by Kohler in various parts of the country to introduce new products. 
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Results 
speak for themselves! 
I'm sold on 


Y-NORRIS 
DABILITY 





‘Like most furnace dealers, I’ve 
been exposed to a lot of fancy 
furnace valves and controls, but 
in the long run I’ve found 
that you’ve got to have 
dependable performance as well. 
That’s what has built my 
customers’ confidence in me and 
made my business a success. 
I’ve used McQuay-Norris 
valves for years because 


yo? 


I can rely on them: 


Features .. 


Time Tested by leading manufacturers 4 


AGA and UL listed for use with natural; manufactured 
and liquid petroleum gases 


Soft-seat valve with positive seal 
Fail-safe—spring pressure always closes the valve 
Operates in any position 
 «<, 
me 


Resists corrosion, stands up under extremes of 
temperature 


Stainless steel working parts, special analysis r : 
aluminum die casting in valve body, soft seat of , ¢ 
special formula Buna N i | 
r “ * 
e 


% 


Manufacturing Company « St. Louis 10, Mo. 


ss he 


47 YEARS IN THE MANUFACTURE OF PRECISION PRODUCTS 


DoMESTIC ENGINEERING, SEPTEMBER 1957 





News... continued from page 52 


— 


|e Va 


i= 


Ruud Manufacturing Co., Kalamazoo, Mich., and the Sterling Sanitary Supply 
Co., of Cincinnati, teamed up recently to introduce Ruud’s.new residential 
and commercial gas water heaters to Cincinnati contractors. Shown at the 
meeting are (I to r) Jerry Ammon and Lou Buckreus of the Geiler Plumbing and 
Heating Co.; Jack Kelley, Sterling sales representative; and H. R. Fletcher, 
Cincinnati district manager for Ruud. The meeting was held at the Hotel Alms. 


Home Building Still Down, but Total 
Construction Sets Six-Month Record 


New York City — Despite the 
much-publicized decline in home- 
building, the nation’s construction 
industry reached new peaks in the 
first half of 1957. 

In a midyear report, the F. W. 
Dodge Corp., construction analysts, 


Better Vent Performance 


BELMONT, Ca.ir.—A specially de- 
signed wind tunnel has been con- 
here by research engi- 
the Metalbestos Div. of 
William Wallace Co., manufacturers 
of gas vent pipe. 

The wind tunnel, which will be 
placed in operation some time this 
will be 


study of vent top operation and air 


structed 
neers of 


year, used for controlled 
flow over residential and commer- 
cial rooftops. It is expected to de- 
velop wind velocities of more than 
60 miles per hour and permit full- 
scale testing of vent tops in con- 
trolled velocities and pressures. 

Metalbestos 
predict the wind tunnel will yield 
important leading to 
improved application of vent and 
chimney tops. 


research engineers 


information 


stated that total new construction 


for the first six months of this year 


ran approximately 5 percent ahead 
of the same period in 1956, the all- 
time record year. 

The most spectacular increase in 
any single building type occurred 


Is Goal of New Project 


al 


wh 


in hospitals with contracts in this 
class running 54 percent ahead of 
last year. Record highs also were 
reached for schools, commercial 
buildings and churches. 
Residential 
ever, was down a total of 5 percent 
1956. 
housing occurred in single family 
Two 


apartment 


construction, how- 


from Most of the decline in 
houses and 
did better 
than they had for some years. 

No marked major 
trends are in sight for the remain- 


homes. family 


buildings 
changes in 


der of the year, the report stated, 
although there may be a modest 
improvement in home building. 


How You Can Take Part 
in Soft Water Week’ 


WHEATON, ILit.—National Soft 
Water Week, Sept. 15-23, will mark 
the fourth year that the water con- 
ditioning industry has taken to the 
stump in its battle against hard 
water in the home 

The Water Conditioning Research 
Council, the 
stated that 3,500 dealers plus dozens 


sponsor of event, 
of manufacturers and suppliers will 
the 
story to consumers. Russell Lund, 
director of the Council, said that 
will be 


team up to carry soft water 


activities concentrated at 
the local level with dealers play- 
ing the leading role. Promotional 
and publicity kits available 
from suppliers, Lund said. 


are 


(NEWS continued on page 56) 





wa 


Frank Fields, applications engineer, stands outside the new Metalbestos 
wind tunnel at the William Wallace plant in Belmont, Calif. The tunnel, 
capable of producing a wind velocity of over 60 miles per hour, will be 
used for controlled study of vent top operation and air flow over rooftops. 
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... puts profits 
bem ey hey below lelel— 


ONTINUAL MATERIALS testing with mod- 

ern electronic equipment assures consistent 
tensile strength, density, and hardness in every Anvil 
Brand Pipe Fitting sold. 

This dependable quality puts profits in piping 
jobs. Fitting failures during assembly and testing 
are eliminated, saving costly man-hours. The high 
grade steels in Anvil Brand Fittings provide for 
accurate threading, properly aligned sealing surfaces, 
so that make-up is faster, joints are tight and leak- 
proof from the beginning. 

Fittings look alike. It’s what you can’t see that 
makes properly manufactured ones stand out. Anvil 
Brand’s selected steels and precision workmanship 
offer invisible qualities that improve profit oppor- 
tunities in piping jobs. 


Gh SiBURGH 
PIPE and COUPLING COMPANY 


ALLISON PARK, PA., U.S.A. 
Subsidiary: Anvil Products, Inc., Longview, Tex 
Affiliate: Canadian Coupling and Fittings Litd., Simcoe, Ont 


The Anvil Brand Line includes couplings, 
nipples, bushings, and plugs, available from 
stock and cartoned for easy handling and 
identification. They are sold by leading dis- 
tributors, whose engineering service to the 
trade is supported by Anvil Brand Repre- 
sentatives in principal cities 


ANVIL BRAND 


forged seamiess and 
wrought steel 
pipe fittings 


less than the cost of the same length 
of prime pipe. When you consider 
that, among other cost factors, there 
is more work per foot on a nipple 
than on full length pipe, it seems ob- 
vious that “cut-rate” nipples indicate 
cut-rate materials, or workmanship 
or both. 


will and piping efficiency 
How do you select the best 
nipples? The features to look for are 


Nipples: Why and how 
to buy the best 


When you buy nipples — as well as 
other fittings — you’re paying for 
materials and workmanship. 

It has always been possible to pur- 
chase low-priced nipples—in fact 
they have been available at times for 
ras... 
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This is important to both jobber 
and user of nipples, in view of the 
fact that the best piping layout is 
only as good as its fittings. Wise 
buyers know that purchasing solely 
on price endangers customer good 


New, Tested Pipe 


indicated by the drawing above 
Further, be certain your nipples are 
produced by a manufacturer whose 
skill and reputation are well and 
favorably known in the trade. 





News... continued from page 54 


Chrysler-Airtemp has opened a new testing section for centrifugal water 
chillers at its Dayton, O., plant. Here, Don Manrell and Doyle Hillsbury of 
Airtemp’s construction division run checks on a large 500 ton water chiller. 


Better Retailing on Way? Wholesalers 
Step Up Dealer Development Activity 


Cuicaco — The second Dealer 
Development Institute for whole- 
salers is scheduled for Dec. 2-14 at 
the Wagon Wheel Lodge, Rockton, 
Ill. The Central Supply Assn., 
sponsors of DDI, a two-week mer- 
chandising and management train- 
ing course, held its first school May 
20-June 1 (DE, July, page 97). 

The school is designed to provide 
the know-how and how-to for 
wholesalers to help their contrac- 
upgrade manage- 
ment and merchandising methods 
in today’s modernization market. 

Ralph Cook, Oklahoma City 
wholesaler and chairman of CSA’s 
dealer development 
said that tuition for the second 
school will remain at $200 per stu- 
dent for CSA members and $300 
for nonmembers. Students will be 
accepted on a “first-come” basis. 

Cook said that the CSA staff will 
take over organization and oper- 
ation of future schools to a greater 
degree, although he hopes to in- 
crease the number of manufactur- 
supporting the effort. Ten 
manufacturers participated in put- 
ting on the first school. 

Wade Cloyd, supervisor of re- 


tor-customers 


committee, 


ers 


tailer development for American- 
Standard, and Howard Mold, di- 
rector of sales personnel for Min- 
neapolis-Honeywell, are the DDI’s 


Millionth Water Heater 
Is Produced by Rheem 


Sparrows Point, Mp. — Three 
days of festivities recently marked 
the production of the one millionth 
gas-fired water heater by Rheem 
Manufacturing Co.’s plant here. 

Called the “Magnificent Mil- 
lionth,” the water heater was the 
star attraction at an open house 
celebration for 2,000 Rheem em- 
ployees and their families, as well 
as business and civic leaders. 

Following the open house cele- 
bration, the water heater was de- 
livered by armored truck to the 
Baltimore Gas and Electric Co.’s 
appliance showroom for a _ public 
christening ceremony by Mayor 
Thomas D’Alesandro. After a 
month-long exhibit at the utility, 
the celebrated water heater was 
scheduled for a tour of other cities 
on the eastern seaboard. 


and 
serve in advisory roles in addition 
to teaching specific subjects. 


permanent instructors will 


Your Prospects Are Flush 


Cuicaco—Cash resources of con- 
sumers now total a record $233 bil- 
lion according to a study just is- 
sued by the Federal 
Board. 

This 
would average of 
$5,550 per family if divided among 
the nation’s 42 million families, the 
report stated. 


Oil Heat Service School 
Opens in Boston Sept. 9 


Boston — The 13th annual Oil 
Heat Service School sponsored by 
the Oil Heat Institute of New Eng- 
land is scheduled to open at 5 
Broad St., Salem, Mass., on Sept 9. 

The school will offer a wide var- 
iety of subjects including combus- 
tion problems, air patterns, nozzle 
selection, controls and others. 

Complete details and a schedule 
may be obtained by writing Ivan 
Sutherland, Director of Education, 
Oil Heat Institute of New England, 
839 Beacon St., Boston 15. 

(NEWS continued on page 58) 


Reserve 


available cash 


amount to an 


readily 


» 


Mayor Thomas D’‘Alesandro of Balti- 
more is shown as he christened the 
millionth gas-fired water heater manu- 
factured at the Sparrows Point (Md.) 
plant of Rheem Manufacturing Co. 
Others in the photo are J. Theodore 
Wolf (center), president of the 
Baltimore Gas and Electric Co., and 
Vearl J. Heinis, vice president of 
the Rheem Home Products Division. 
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The Kenmawr Apartments is Pittsburgh's second-largest modern apartment building. General contractor, Larson Construction Co 
City Piping Co.; Anaconda distributor, Crane Co., Pittsburgh,. Pa. 


; heating contractor, Steel 


New 240-Unit Pittsburgh apartment gets ‘‘Sunshine Warmth’’ 


Pore 3200 Anaconda Panel Grids were in- 
stalled in ceilings throughout the Kenmawr Apartments. 
The PG’s came to the job in handy cartons shown, ready 
to open out and fasten to the metal lath by tie wires. 


Write for Publication C-6 which gives the full 
story, including engineering and layout data. 
Address: The American Brass Co., Waterbury 
20, Conn. In Canada: Anaconda American Brass 
Ltd., New Toronto, Ont. 
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with ANACONDA pre-formed Copper Tube 


The ease of installing PG’s® was a big factor in adding radiant panel 
heating to the long list of modern comfort and convenience features 
in the new Kenmawr Apartments in Pittsburgh 

John O'Farrell, partner of Steel City Piping Co., Pittsburgh, heating 
contractor on the project, suggested a radiant heating system because 
of his previous experience with Anaconda Panel Grids. He knew that 
the savings provided by these ready-to-install copper tube grids make 
the installation cost competitive with other heating systems. And he 
felt strongly that the “sunshine warmth” of radiant heat would be an 
important feature in attracting and holding tenants. 

Each of the 240 apartments has “customized” control of temperature. 


Each has its own radiant heating system served by a main supply line. 
A motorized valve, actuated by the apartment's thermostat, controls 
the flow from supply line to the panel circuits. 

Why PG’s save time and money. Anaconda Panel Grids are machine- 
formed radiant heating coils containing 50 feet of Type | 


. Copper 
Tube, conveniently packaged, ready to install. They lie flat against the 
ceiling construction so that plaster is applied e -asily and evenly. They 
are easily extended by hand to the center-to-center spacing required. 
Each grid has one tube end expanded for solder connection in series 
without fittings. PG’s are available in two nominal tube sizes, °4” for 


ceiling installations and 14.” for floor panels. one 


Aieneen DA’ 


FOR RADIANT PANEL HEATING 
 daillllne tadccafs Ciltters GE Tmiteeatin Pipe end Yeti 
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The first truckload shipment of Jackson & Church warm air furnaces built in 
the East York, Pa., plant of York-Shipley, Inc. is shown being made exactly 
11 working days after the manufacture was taken over by York-Shipley. 
Transfer of the Furnace Div. of Jackson & Church to York was begun on May 15. 


Chicago Contractors Plan Greater 
Penetration of Local P-H Markets 


Cuicaco—Increased promotional 
efforts directed at all segments of 
the plumbing, heating and cooling 
market is the goal of the Sales and 
Trade Promotion Committee of the 
Plumbing Contractors Assn. of 
Chicago. 

In a strategy meeting held last 
month, Robert Erickson, chairman 
of the committee, stated that the 
group plans to coordinate its ac- 
tivities to tie in with the national 
program of the All-Industry 
Plumbing and Heating Moderniza- 
tion Committee. He 


out that the committee will under- 


also pointed 


take projects of its own designed 
to meet the needs of contractors in 
the Chicago area. 

A major will be to 
stress to the consumer and build- 
ing industry markets the advan- 
tages of quality plumbing and 
heating installed by qualified con- 
tractors, Erickson said. 

Members of the Committee are 
Erickson, John J. Calnan, Eugene 
Conway, Ludwig H. Koepke, 
George D. Brauch, John C. Turk- 
stra and John Di Vito. George F. 
Connelly, president of the associa- 
tion, will work with the group. , 


objective 


Universal-Rundle Expands Activity in Key Districts 


New 


Rundle Corp 


Castie, Pa.—Universal- 


recently announced 
a series of changes in its sales o1 
Kr W 


manage 


vanization Fennell, general 


sales said the additions 
and promotions were being made as 
part ota sales erXxpanaion program 
and in recognition of outstanding 
performance by salea personnel 

Following ia a list of the changes 
Fennell 


New Bnagland cdiatviet) H 


announced by 


A Mai 


rison has been assigned responsi- 
bility for the metropolitan Boston 
area, and F. A. Glenn has been ap- 
pointed district manager for New 
England, R. W. McClurg has been 
appointed district sales promotion 
manage 

Mid-Atlantic district; D. F. Me 
Carthy has been appointed district 
sales manager for the Mid-Atlan 
tic states, auceeeding BE. A, Quind 
len who is petiving after 20 years 


with the company. E. H. Schaer also 
will serve as a district sales man- 
ager in the area, including repre- 
sentation for the metropolitan area 
of New York City. R. S. Spangler 
has been assigned responsibility for 
the western Pennsylvania-northern 
West Virginia sales territory. 
Southeast district: J. P. Williams 
has been appointed sales promotion 
manager and J. M. Patterson will 
assistant district sales 
manager for the district. P. G. Tal- 
ley will cover Mississippi, Louisi- 
ana and Memphis, Tenn. J. P. 
Donlon is responsible for the Caro- 
linas and the balance of Tennessee. 
Southwest district: E. S. Harber 
has been named district sales man- 
ager and H. S. Nielson, sales pro- 
O. B. Smith will 
and 


serve as 


motion manager. 
cover Oklahoma, 
Colorado. 

Central district: R. M. Brehmer 
has been assigned responsibility for 
the Chicago sales area and V. D. 
Dwelle for the state of Ohio. 

General sales office: B. F. Thomp- 
the administrative 
assistant to the general sales man- 
ager. E. T. Sabin has been appointed 
supervisor of the order section. 


Arkansas 


son 1S new 


Colo. Contractor Sells 
1,000,001st Disposer 


Los ANGELES — Willard J. Guy, 
Englewood, Colo., plumbing and 
heating contractor, was honored 
last month for selling the 1,000,- 
00lst Waste King disposer. 

A. L. Haggard, vice president of 

(Please turn to page 60, column 1) 


Willard J 


4 ala., 


Guy 
contractar 
Waste 
Angeles, for 


(left) 


was 


Englewood 
henored re 
King Corp Los 
selling ita 1,000,00)st 
tood waste disposer, Stanley Rudnick 
Waste King regional sales manager 
is shown presenting Guy with a new 
diaposer and dishwasher as a reward 


cently by 
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COSMOPOLITAN—Luxurious bath of tra- 
ditional style. 6” bench rim, wide flat 
bottom, slope end. 414’, 5’, 544’ lengths 
for recess; 44’, 5’, for corners. 


MAYFLOWER —Fresh appearance with 
unique oval bathing area. Integral seats. 
Nearly square, 48” x 44” size, allows 
flexible space-planning. Recess or corner. 


MINOCQUA-Space-saving recess bath of STANDISH—Showering bath—roomy, deep 
full 5’ length—with 4” bench rim, slope suitable for bathing. Space-saving for 
end, flat bottom. Trim, low design helps homes, motels, 


dormitories. Low front 
give spacious effect to small bathrooms. 


for convenient access, easy child bathing. 


KOHLER BATHS ... are machine ground to uniform dimensions, the ends are square with the back. 


. . four integral supports give true firm base. 


integral tiling-in rim gives positive seal against water leakage 


can be installed with or without inexpensive, easy-to-use wall hangers 


KOHLER CO. Established 1879 KOHLER, WIS. 


KOHLER or KOHLER 


PLUMBING FIXTURES + HEATING BQUIPMENT + ELECTRIC PLANTS + AIR-COOLED ENGINES + PRECISION CONTROLS 
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News ... continued from 


(Continued from page 58, column 3) 
marketing for Waste King Corp., 
said Guy was awarded a complete 
line of the firm’s household appli- 
ances, including an automatic dish- 
washer, disposer, indoor incinera- 


A. J. Hall 


L. D. Martin Cary Wilson 


Names in the News 


Irvrncton, N.Y.—The Burnham 
Corp. has appointed V. A. Good 
manager of its heating and cooling 
division (formerly known as the 
Boiler Division) and A. J. Hall 
manager of the steel products divi- 
sion. 


F. M. Jordan has been named 
sales manager of the Heating and 
Cooling Div., The Heil Co., Mil- 
waukee. Jordan formerly was gen- 
eral sales manager of the Timken 
Silent Automatic Div. of Scaife 
Co., Pittsburgh, Pa. 


Briggs Manufacturing Co., De- 
troit, has named F. O. Cole, Jr., 
general sales manager. He succeeds 
W. L. Morris, recently appointed 
vice president and assistant general 
manager. 


W. B. Schutz has been appointed 
manager of bituminous pipe sales 
for Orangeburg Manufacturing Co., 
Orangeburg, N.Y., and H. N. Dietz 
has been named manager of fibre 
conduit sales for the company. 


60 


page 58 


tor and range for his sales efforts. 

Guy, who operates Guy’s Plumb- 
ing and Heating Co. in Englewood, 
has sold more than 500 Waste King 
disposers since becoming a dealer 
for the firm in 1949. 


Earl Olson 


A. S. Gould, director and vice 
president in charge of sales for The 
Oster Manufacturing Co., Wick- 
liffe, O., recently announced his 
retirement, having completed 50 
years of service with the company. 
At the same time, L. D. Mertin was 
named vice president of the com- 
pany. 


Cary Wilson, general sales man- 
ager of Modine Manfacturing Co., 
Racine, Wis., has been elected by 
the board of directors to fill the 
newly created post of vice president 
in charge of sales. 


H. J. Snyder has been named as- 
sistant sales manager of the Brass 
Div., Mansfield Sanitary, Inc., Per- 
rysville, O. 


R. O. Young has been added to 
the sales staff of Sta-Rite Products, 
Inc., Delavan, Wis., and will guide 
the firm’s submersible pump pro- 
gram. 


E. A. Lukowski has been ap- 
pointed assistant advertising man- 
ager for domestic water heaters for 


the Permaglas Div., A. O. Smith 


Corp., Kankakee, II 


Earl Olson has been nanied di- 
rector of sales for Jensen-Thorsen 
Corp., Forest Park, Ill. 


The Turner Brass Works, Syca- 
more, Ill., has named L. M. LaPole 
sales promotion manager. 

For appoint- 
ments in the plumbing and heating 
industry, see page 223. 


other important 


Bill Readey Honored 
for 35 Years Service 


Cuicaco—More than 200 plumb- 
ing and heating contractors and 
representatives of the industry 
turned up recently at the Itasca 
Country Club to attend “William 
M. Readey Day” in honor of the 
executive secretary of the Plumb- 
ing Contractors Assn. of Chicago. 

Readey, a leading figure in the 
plumbing and sanitation field in 
Chicago for more than 35 years, 
received a testimonial plaque from 
the Plumbing Trades Golf Assn., 
sponsor of the event, in tribute to 
his “lifetime devotion to the devel- 
opment of sanitation and public 
health programs.” 

John Turkstra, Chicago contrac- 
tor and chairman of the event, said 
that Readey has an unparalleled 
record of achievement, having ser- 
ved as a journeyman plumber, 
plumbing foreman, chief plumbing 


(Please turn to page 205) 


ie ae 


William M. Readey (left), executive 
secretary of the Plumbing Contrac- 
tors Assn. of Chicago, is shown being 
presented with a _ plaque honor- 
ing his more than 35 years of service 
to the industry. Shown with Readey 
are John Turkstra (center), Chicago 
contractor, and George Connelly, 
president of the Chicago association. 
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PENN" 
THERMOSTAT 


APPLICATION 


HEATING ONLY 


COOLING ONLY 


“COOLING with 
system interlock for 
separate heating 
thermostat 


COMBINATION 
Heating-Cooling 


FAN 
SELECTOR 
SWITCH 


SYSTEM 
SELECTOR 
SWITCH 


_ AUTO- OFF 


AUTO-OFF 


AUTO-ON AUTO-OFF 


_AuTO- ON 


a HEAT-OFF-COOL 
AUTO-ON S: HEAT-OFF-COOL 


HEAT. cool 
AUTO-ON HEAT-COOL 
HEAT-OFF-COOL 


__AuTo- ‘ON 


RIMSET” 


HEAT- OFF- cool 








...it reduces your inventory 

Look at the chart . . . you'll see that 12 different sub- 

bases are available for heating, cooling or any combina- 

tion... and, one thermostat unit, the Penn ““RIMSET,” 

fits them all. You just stock variables of the sub-base. 

Thus, if cooling is added later to a heating installation 
. Simply change sub-base and use the same thermostat! 


.--it is easier to install 


Leveling is not essential. All wiring is on sub-base where 
large terminals are accessible. 


Thermostat is simply 
plugged into sub-base. 


...easiest-to-read thermostat 

And, the Penn “RIMSET” is today’s easiest-to-read ther- 

mostat. When setting temperature, simply dial the rim 
. the extra large dial face remains stationary. Once you 

try this new, better thermostat, you'll want it on all your 

heating and cooling jobs. 


AND, THERE’S MORE... 














ON HEATING AND COOLING SYSTEMS... 


PENN AUTOMATIC CONTROLS 
“STAY ON THE JOB” LONGER 


If you've ever used Penn controls, you know 
from experience how dependable and accurate 
they are. If you haven't, then, try them... here's 
what you'll discover . . . 


For convincing proof, specify and install Penn 
heating and cooling controls on your next job. 
A few models are shown on this page . . . there 
are many more from which you can select a type 
to exactly fit your needs. Ask your equipment 
manufacturer, or wholesaler. 


On any type of heating and cooling system, 
once Penn controls are installed properly, their 
dependability and accuracy always deliver the 
better comfort you sell! It’s the kind of carefree 
performance that creates better-satisfied cus- 
tomers, more sales and more profit for you. 





PENN CONTROLS, VNC. ssc. sion 








We Start with a ea : Which is Expansion- 
the Finest Quality Sieben te pein Drawn into the Fins 
Aluminum Fins... Sake ee for Maximum Heat 
late Transfer to Give Usa: 
Quality Coil... 


eeceeeee 


———=» 


Then We Adda 

: Heavy-Gauge Steel : : 

: Casing, Phosphatized : And a Powertul, i To Give You the 

: for Corrosion : Rugged Fan Motor, : Finest Unit Heater 
; Resistance... ; WheelAnd Guard : Money Can Buy 


You can look all over America, 
: but you can’t find better qual- 
For Your Factory, : ity than . : LIKE TO KNOW MORE? 
Warehouse, : into every esting ouse steam : 
; or hot water unit heater. By : Just fill out the coupon and 
Garage or any : the way, we make a complete ;: drop it in the mail—we’ll send 
Hard-To-Heat Areas. : companion line of CAB- : you complete information. 
: INET TYPE and Gas- : 
Fired Unit Heaters. All 
are offered exclusively 
through distribution. 
Sturtevant Division 
Westinghouse Electric Corporation 


|Z > WESTINGHOUSE | tye Park, Boston 36, Massachusetts 
: N 4 
AIR HANDLING | ”™ sem on 


Title Cabinet 
Type 
you Caw Be SURE...1F 7S Company 
—— Gas- Fired 
Address 


BS 
Westi nghouse a5 City Zone State 
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Alliancé)\Vare | 





“This brand new 
16 page, 4 color 
bathroom book called These 12 gauge bathtubs 
Bathing Beauties . 
by AllianceWare is ae 
loaded with ideas 
that sell. Including 
AllianceWare’s 
Lifetime Guarantee 
on 12 gauge bathtubs 
... the best bathroom 
sale closer yet.”’ 








“To sell 
AllianceWare’s big 
bathroom exclusive 

Duotone Bathtubs, 
here’s a real sales 
idea. By simply 
flipping the pages 
you can show your 
customer every 
possible AllianceWare 
Bathtub Color 
Combination.” 








PERMASHEEN PORCELAIN 


tei Allianck\) are, Inc. 


ALLIANCE, OHIO « KILGORE, TEXAS + COLTON, CALIFORNIA 
VITREOUS CHINA 


.-» Water Closets an (amp) subsidiary 
++» Lavatories 
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“Color is the big 
news in bathrooms. 
This new Pocket 
Color Selector shows 
actual reproduction 
of AllianceWare’s 
eight wonderful 
water colors for 
bathtubs, lavatories, 
water closets and 
kitchen sinks.” 





hance \ PERMASHEEN \ 


Prema 
PORCEL AIN-ON-e786. Sarnruns ed SHEEN FORCE: aim-on Stee. 
varorias 


“‘New 12 page catalog 
showing 6 bathtub, 

5 lavatory, 3 water 
closet and 8 kitchen 
sink models. Includes 
AllianceWare’s 

5 foot Double Apron 
and 3% foot Junior 
Bathtubs as well as 
the new Double 
Bow! Lavatory.” 








Gentlemen: 


Please send me samples of your... 


(_] 16 page Four Color Bathroom Book 

(_] 12 page Product Line Catalog 

[_] Pocket Color Selector CO) Plumbing Contractor 
[_] Duotone Color Coordinator (J Plumbing Wholesaler 


My Plumbing Fixture Source: My Address is: 

Mail This Coupon to Company -_ a Company 
AllianceWare, Inc. Address______ — Address - a 
Post Office Box 809 City — a Zone____ State___. 
Alliance, Ohio Requested by___ 
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Christmas Gift Package 

Ridge Tool has announced a new 
gift package designed specifically 
for use as a Christmas gift to cus- 
tomers. The package consists of a 
12-in. pipe wrench and a spud 


wrench. The package in which the 
wrenches are displayed is printed 
in green and gold. The packages 
are packed six to a shipping con- 
tainer. 

Manufacturer: The Ridge Tool 
Co., 400 Clark St., Elyria, O. 


Space-Saving Bathtub 

A new bathtub, 6 in. shorter out- 
side than the firm’s previous models 
and full-size inside, has been in- 
troduced by Briggs. The recessed 
tub, available with right or left- 


~ 











hand outlets, fits into 44%-ft areas. 
A straight front and non-slope back 
provide a full-sized bottom surface. 
The unit measures 16% in. high and 
features free-standing construction, 


66 


an acid-resisting porcelain finish 
and a leakproof wall flange. It is 
available in a choice of five colors 
or white. 

Manufacturer: Briggs Mfg. Co., 
300 Buhl Bldg., Detroit 26. 


Folding Shower Door 

Shower Door Co. of America has 
announced a folding door for use 
on its shower enclosures. The door, 
featuring positive opening and 
closing action, is designed for small 
bathrooms. No space is required 
outside the shower stall since the 
door folds inside. It is hinged on 


the wall opposite the shower head. 
Three frame designs and weights 
are available, all featuring contin- 
uous piano hinges and adjustable 
jambs. The doors are available in 
standard widths to 36 in. Standard 
height is 66 in. above the curb. 

Manufacturer: Shower Door Co. 
of America, 1301 Chattahoochee 
Ave., N.W., Atlanta 18, Ga. 


Gas Water Heater 

An automatic gas water heater 
for commercial and institutional ap- 
plications has been announced by 
Ruud Mfg. The water heater fea- 
tures a copper-nickel alloy tank 
and is designed for use with natu- 


ral, mixed, manufactured and LP- 
gases. It can be installed singly or 
in multiples for larger demands. 
Both 140 and 180F hot water can be 
supplied by the unit. Recovery rat- 


ing is 80 gph at 100F temperature 
rise. Tank capacity is 67 gal. and 
the unit has an input capacity of 
95,200 Btu/hr. Measurements are 
30 in. in diameter by 63 in. high. 
Manufacturer: Ruud Mfg. Co., 
2025 Factory St., Kalamazoo, Mich. 


Year-Round A-C Unit 

A self-contained year-round 
residential air conditioning unit 
with an internally mounted air- 


Bs 
. oe al 


cooled condenser has been devel- 
oped by Bryant. Condenser air is 
ducted to the unit from outside. 
Heating side of the air conditioner 
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is gas-fired and has a capacity of 
100,000 Btu/hr. Cooling capacity is 
23,200 Btu/hr. It can be installed 
in floor space measuring 28 by 35 
in. Other features include direct- 
drive blowers, a heating-cooling 
thermostat and a_ welded steel 
heating element. 

Manufacturer: Bryant Div. of 
Carrier Corp., 2020 Montcalm, In- 
dianapolis. 


Wet-Base Boiler 


Burnham Corp. has announced a 
wet-base cast iron hot water boiler. 
The unit is available in two sizes, 
with 445 and 500 sq ft ratings. It is 


offered in three oil-fired models: a 
packaged unit, a boiler-burner unit 
and a boiler only. All have spec- 
ially designed flush or extended 
jackets. Wet-base construction 
surrounds the combustion chamber 
with a water-backed heating sur- 
face and prevents heat penetra- 
tion into the floor. As a result, it can 
be installed on combustible floors 
Other features include a tankless 
heater for domestic water, 6-in. 
top nipple ports, vertical flue travel, 
direct outlets from each boiler sec- 
tion to the smoke hood and a hinged 
observation door to provide access 
to burner flame. 

Manufacturer: Burnham Corp., 2 
Main St., Irvington, N. Y. 
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Corner Connectors 
A series of prefabricated corner 
connectors for use on a wide variety 


of baseboard heating systems has 
been developed by General Fittings. 
The fittings are available in 45, 90 
and 180-deg. bends. All are 34-in. 
male pipe thread by %-in. od 
compression sleeve brass or alumi- 
num unions. They require no 
sweating. 

Manufacturer: General Fittings 
Co., Box 151B, East Greenwich, R.I 





Fan and Limit Switch 

General Electric has announced a 
fan and limit switch for use on gas 
or oil-fired residential heating sys- 
tems. The fan and limit switch 
measures 50 percent smaller than 
the firm’s previous models and in- 
cludes, in one enclosure, necessary 
components to control fan or blower 


operation and also act as a safety 

limit control. The device 

structed in one piece. A captive 
(Please turn to page 68) 


is con- 


New Saw Permits Cutting Flush Against Objects 


R. C. S. Tool has announced an 
electric reciprocating saw for cut- 
ting metal, wood or plastic. The saw 
features a special attachment to 
permit cutting flush against ad- 
joining objects. The attachment is 
reversible for right or left hand 
cuts. A “rocker guide” permits di- 


rect cuts into wood or comparable 
material, providing a means for 
making a gradual entry of the saw 
blade. The unit measures 16 in 
long and weighs 8 lbs. Blades are 
color-coded to aid identification. 
Manufacturer: R. C. S. Tool 
Corp., Box 661, Bloomington, II] 





New Products 





(Continued from page 67) 
screw in the cover expedites in- 
stallation; only two mounting 
screws are needed for fastening the 
control on a furnace. The en- 
closure case measures 4 in. high, 
2% in. wide and 2% in. deep. The 
“fan off” setting can be adjusted 
from 75F to 135F. The unit also 
features a manual “fan on” position 
for summer ventilation and option- 
al adjustable limit control. 

Manufacturer: General Electric 
Co., Appliance Control Dept., One 
River Rd., Schenectady 5, N. Y. 


Pipe Cutter 

A tool for cutting soil pipe, drain 
tile, glazed tile, flue liners, or a 
variety of other similar materials 
has been announced by Wheeler 
Mfg. The unit can be operated by 
one man without a vise. For opera- 
tion, the handles are opened and the 


chain is wrapped around the pipe 
Squeezing the handles cuts off the 
pipe section. It is designed to cut 
pieces of soil pipe or tile as small 
as % in. wide. It also cuts 2-in. to 
4-in. extra heavy soil pipe. 
Manufacturer: Wheeler Mfg. 
Corp., 508 W. 48th, Ashtabula, O. 


Drinking Fountain 

Eljer has announced that its new 
“Hastings” model vitreous china 
drinking fountain is available in a 


choice of seven colors or white. 
This unit follows the same modern 
lines as the company’s other model. 
It features an automatic volume 
control, a non-squirting bubbler 
and a self-closing stop and regulat- 
ing valve. Dimensions are 141 in. 
wide and 13 in. deep. 

Manufacturer: Eljer Div., The 
Murray Corp. of America, 3 Gate- 
way Center, Pittsburgh 22 


Oil-Fired Packet Boiler 

An oil-fired cast iron boiler for 
residential applications has been in- 
troduced by National-U.S. Radia- 
tor. The unit is available in four 
sizes, ranging in Btu outputs from 


67,000 to 158,000. The unit is of- 


Coralware Unveils a 5-Foot, 'V-Line’ Design Bathtub 


A 5-ft bathtub with a special “V- 
line” design effect (see illustration) 
has been announced by Coralware 
Mfg. The tub is available in white 
baked-on porcelain enamel on 14- 
gauge one-piece deep drawn steel. 
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It is also offered in a variety of dec- 
orator colors to match existing fix- 
tures. The man in the picture is 
Dave Kling, sales manager. 
Manufacturer: Coralware Mfg. 
Co., 2401 S. Kolin Ave., Chicago 23. 


fered as a self-contained packet, as 
a boiler alone without oil burner, or 
without circulatory pump and auto- 
matic controls. The oil burner on 
the packet unit is the gun type. 
Other features include a two-piece 
combustion control and stack switch 
relay mounted on the front panel 
and a tankless water heater made 
of finned copper tubing. The unit’s 
combustion chamber is of a four- 
piece design to provide absorption 
for thermal shock. The unit is 
jacketed in a heavy steel cabinet 
and is designed to facilitate installa- 


tion in living or game room areas 
or in the kitchen. 

Manufacturer: National-U.S. Ra- 
diator Corp., 519 Ash St., Johns- 
town, Pa. 


Washable Air Filter 

Skuttle Mfg. has announced a 
washable air filter made of a plastic 
filtering material. The filter is avail- 


able in % and 1-in. thicknesses and 
is rigidly constructed. Ten dimen- 
sions for the l-in. size range from 
10 by 20 in. to 15 by 30 in. The %-in. 
filter is offered in 38 sizes, ranging 
from 6 by 20 in. to 1458 by 23% in. 
Each filter is encased in a riveted 
aluminum frame and contains four 
layers of thermo-plastic filtering 
media ‘placed between expanded 
metal grilles. Spring clips are avail- 
able to permit insertion of the filters 
into 2-in. frames. Special sizes are 
available on request. 

Manufacturer: Skuttle Mfg. Co., 
Milford, Mich. 

(Please turn to page 72) 


DomEsTiIc ENGINEERING, SEPTEMBER 1957 





FROM TACO 


A STANDARDIZED LINE OF 
A.S. A. HEAT EXCHANGERS 
AND HIGH TEMPERATURE- 
HIGH PRESSURE CONVERTERS 


For general 
applications, specify the 
Taco “L” or “S” series 
Heat Exchangers. 


For High Temperature- 
High Pressure, specify 
the rugged new Taco 
HT series converters. 
Working pressures to 
400 p.s.i. Operating 
temperatures to 450°F. 


Both new lines of Taco Heat Exchangers are made under strict quality control 
production to A.S.M.E. code and A.S.A. flange standards. 


HEATERS, INCORPORATED 
1160 CRANSTON STREET, CRANSTON, RHODE ISLAND 
| | ise” 


Corporate Office: 342 Madison Avenue., New York 17, New York 
In Canada: Taco Heaters of Canada,Ltd.,4 Gilead Place, Toronto 2 


CIRCULATOR * 170 PUMP * MP PUMP * FLOCHEK * AIR-SCOOP * TACO-VENT * TEMPERING VALVE * VENTURI 


Please send me at no cost your new: 


C] Heat Exchanger catalog 
CJ High Temperature-High Pressure converter catalog 


[_] Both 


NAME 








COMPANY 
ADDRESS 
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New power and economy 


One of 9 reasons why you'll find 


International Trucks 


cost least to own! 


New, redesigned engines in all 
xyolden Anniversary INTERNATIONAL 
Trucks produce more usable horse- 
power — power without strain— to 
make operating and maintenance 
costs lower. 

You get faster acceleration, flash- 
ing performance along with famous 
INTERNATIONAL dependability and 
economy. Choice of nine engines, in- 
cluding the most powerful “six” in its 
class. Easier starting and greater effi- 


1 New, more usable power in every 
model. All nine 6-cylinder engines have 
greater horsepower and torque to match 
the truck, load and hauling conditions. All 
are truck-built for lowest cost operation 
and long lasting dependability. 


4 Widest seats, biggest windshields in 
their field. Quietest wing vents in any car 
or truck. Exclusive 5-point cab mountings 
for quiet, level ride and longer cab life. 
Four-spoke safety steering wheel. Choice 
of 37 color combinations. 


ciency are yours, plus superior under- 
hood accessibility. 

Consider ownership costs. When 
you do, your choice will be an INTER- 
NATIONAL because INTERNATIONAL 
Trucks cost least to own over the 
years. Cost records prove* this. Your 
INTERNATIONAL Dealer can prove it 
with the right model for you. See him 
today. 


*Signed statements in our files, from fleet opera 
tors throughout the U.S., back up this statement 


© Greater operating economy and effi- 
ciency. Higher compression ratios, new 
combustion chamber design, improved 
valves, ports and pistons reduce operating 
and upkeep expense. Easy-starting 12-volt 
ignition system with “hot spark” circuit. 





5 True geometric steering for safer, easier 
handling and short turning circles. Steer- 
ing gears are mounted ahead of the front 
axle. Steering wheel is located in a natural, 
comfortable position. Power steering avail- 
able on all models. 


® 


INTERNATIONAL HARVESTER CoMPANY, CHICAGO 


Motor Trucks * Crawler Tractors 
Construction Equipment * McCormick® 
Farm Equipment and Farmall® Tractors 


3 Twenty factory-built bodies—three pick- 
ups, 7 service-utilities, 1 panel, 1 Travel- 
all®, 4 stakes and 4 platforms—132 combi- 
nations of bodies and models. Small or 
large loads, INTERNATIONAL meets all your 
requirements exactly. 


6 Safer, easier braking and longer lining 
life. New easy-to-service under the hood 
master cylinder and suspended pedal 
require less foot pressure. Many models 
have larger boosters, bigger wheel cylin- 
ders or increased lining area. 
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engines, gasoline and LPG, with up to 154 hp. Every com- 
ponent of every model built to save operating and upkeep 
costs .. . built to cost least to own over the years 


New Golden Anniversary INTERNATIONAL Trucks range 
from 4,200 to 22,000 Ibs. GVW. .. 22 models with 132 body- 
model combinations. Powered by nine new, redesigned 


7 Smoother riding. Wide leaf springs in. § Specialized service-utility bodies are of QS World’s most complete line. There is 


crease stability, reduce chassis height and 
friction for smoother riding and longer 
spring life. Light-duty models have exclu 
sive rubber blocks available as auxiliary 
springs to cut wear and maintenance. 
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fered in seven types — four open and three 
closed. All are all-steel construction with 
weathertight, theftproof compartments 
Enclosed type, shown, has 53 inchés head- 
room and double rear doors. 


an INTERNATIONAL “tailor-made” for every 
job, half-tonners to 96,000 pounders 
Choice of 4-wheel, 6-wheel and all-wheel 
drive models, conventional and COE de 
sign. Every one built to cost least to own 


71 





New Products 





(Continued from page 68) 

Gas Control 

A control for use on gas-fired 
furnaces and unit heaters has been 
developed by Controls Co. of Am- 
erica. The unit is self-contained 
with a pressure regulator, pilot fil- 
ter, safety shut-off, safety pilot and 
safety lighting features built in. It 
is designed for furnaces with ca- 
pacities ranging from 75,000 to 180,- 
000 Btu/hr. The control may be 
used with mixed, natural, manufac- 
tured or LP gases and can be con- 
verted in the field to different gas 
operation without breaking pipe 
connections. A_ pilot adjustment 


modulates the pilot flame to suit 
equipment needs. 

Manufacturer: A-P Controls, 
Div. of Controls Co. of America, 
2450 N. 32nd St., Milwaukee. 


Cabinet Unit Heaters 

Two cabinet-styled unit heaters 
designed to increase flexibility in 
installation and application of its 
line have been developed by Mo- 


dine Mfg. Co. The heaters can be 
installed in the wall, in the ceiling, 
inverted, fully recessed or partially 
recessed to various depths. They 
consist of a universal cabinet and 
front panel and a choice of several 
overlap designs. The front panel 
incorporates stamped inlet and out- 
let grilles and is made of 14-gauge 
steel. It can be detached from the 
heating unit to facilitate servicing. 
The heaters are available in capac- 
ities ranging from 120 to 640 EDR 
for use with hot water or steam 
heating systems. The units are de- 
signed for heating or cooling with 
or without ducts. Other features 
include a heat transfer coil, a mo- 


A-C Unit Converts Wet Heat to Year-Around System 





An air-cooled room air condition- 
er that can be attached to existing 
hot water or steam heating systems 
has been announced by Carrier. A 
wet heat coil inside the air con- 
ditioner is connected to steam or hot 
water piping and the cooling blower 
system circulates it. Thus the room 
unit also can be used for heating. 
Cooling equipment is provided by 
the air conditioner itself. The unit 
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can be installed in one room at a 
time without disturbing the rest of 
the heating system. The air condi- 
tioner can be built into the wall or 
suspended from the window open- 
ing. The window installation re- 
quires only 6 in. of height for the 
unit’s duct. The unit is available 
in both % and 1 hp. sizes. 

Manufacturer: Carrier Corp., 300 
S. Geddes St., Syracuse 1, N. Y. 


tor and from one to four blower 
fans. Optional equipment for filter- 
ing, heating and distribution of 
outside air is available. 
Manufacturer: Modine Mfg. Co., 
1534 Dekoven Ave., Racine, Wis. 


Automatic Drain Cleaner 

A motor-driven cleaning tool for 
opening stopped-up drains, wastes, 
traps and water closets has been 
developed by Electro-Drain Mfg. 
The tool is operated by a _ foot 
switch. It features a helt that slips 
when a tightly stuck object is en- 
countered, preventing injury to the 
operator or the machine. In opera- 
tion, a spring steel cable is fed into 
the opening. The foot switch is 
then pressed and the cleaning oper- 


ation is automatic. The frame of the 
tool is cast aluminum. 

Manufacturer: Electro-Drain 
Mfg. Co., 6300 Roland Ave., Cleve- 
land 27. 


Single-Handle Faucets 

A series of single-handle faucets 
with optional controls to regulate 
flow of water has been announced 
by Sterling Brass. When the faucet 
is first opened, water flow is cold. 
As the handle is moved along its 
arc, the water becomes warmer. 
Since the faucet must be in the 
“cold” position to be turned on, 
burning of hands is eliminated. 
Other features include strainers to 


prevent impurities and scales from 
entering the faucet and stainless 
steel working parts. 

Manufacturer: Sterling Brass 
Co., 9600 St. Catherine Ave., Cleve- 
land 4. 


(Please turn to page 78) 
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All Pumps, Convectors and 
Steam Specialties by DUnHAM/BUSH 


PUMPS 
by Dunham-Bush 
VRD65 Duplex Vacuum Pump 
VRDA15 Duplex Vacuum Pump 
CH2030 Duplex Condensation Pump 
CH3030 Duplex Condensation Pump 
CH5030 Duplex Condensation Pump 


CONVECTORS 
by Dunham-Bush 
Type 'S' Sloping Top Wall Cabinet 
Convectors 
Type 'R' Recessed Cabinet Convectors 
Type ‘TO! Special Panel Convectors 


STEAM SPECIALTIES 
by Dunham-Bush 
"1E’ Radiator traps 
Float and Thermostatic Traps and 
Strainers. 


Plus Multi-Speed UNIT HEATERS 
by Dunham-Bush. 





ON THIS NATKIN & COMPANY 
HEATING JOB 


CARDINAL GLENNON MEMORIAL HOSPITAL FOR CHILDREN 
NATKIN & MPANY Lee el LOm. melee 4 HARRY F. WILSON 
P — t. Louis, Missouri St. Louis, Miss 


aekaleli Architect Consulting Engineer 


Every day ... Dunham-Bush “one source—one 
responsibility” ... makes more sense to more 


people who specify and install heating equipment. 


At the Cardinal Glennon Memorial Hospital for 
Children in St. Louis, for example, you'll find 
all pumps, a// specialties, a// convectors are by 


Dunham-Bush. 


Let Dunham-Bush assist you in your heating plans, 


Write for details of our complete heating line. 


America Looks to DUNHAM BUSH for Modern Heating 
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WEST HARTFORD 10, CONNECTICUT, U.S.A. 
SALES OFFICES LOCATED IN PRINCIPAL CITIES 
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Specify 


PHELPS Dongs 
COPPER WATER Tyg; 
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Dependability That Builds Your Reputation 


Packaging that’s easy to stock and use. 


Dependable quality that starts with highest grade 
copper from Phelps Dodge’s own open-pit mines and is 
carefully controlled during fabrication. 


Color-coding of tube in straight lengths for quick 
identification in the stockroom and on the job. 


Mill depots strategically located to service distributors 
without delays. 


Tube properties that are unsurpassed, including precise 


uniformity of wall thickness. 


For the name of your nearest Phelps Dodge distributor, write Dept. B4, Phelps Dodge Copper 
Products Corporation, 300 Park Avenue, New York 22, N. Y. 


PHELPS DODGE PRODUCTS 


CORPORATION 


SALES OFFICES: Atlanta, Birmingham, Ala., Boston, Buffalo, Charlotte, Chicago, Cincinnati, Cleveland, Dallas, Detroit, Fort Wayne, 
Greensboro, N. C., Houston, Jacksonville, Kansas City, Mo., Los Angeles, Memphis, Milwavkee, Minneapolis, New Orleans, New 
York, Philadelphia, Pittsburgh, Portland, Ore., Richmond, Rochester, N. Y., San Francisco, St. Louis, Seattle, Washington, D. C. 
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Now! Heating, ventilating ~ 
with a versatile 


FOR SPOT HEATING, 
TRANE Horizontal and 
Projection Unit Heaters 
put the heat where you 
want it! TRANE,exclu- 
sive diffusion features 
give you any selection of 
heating patterns. 








YEAR-AROUND COM- 
FORT! TRANE Climate 
Changers provide heat- 
ing or cooling—or both. 
The multi-zone model 
provides separate cli- 
mates for as many as six 
zones—at the same time! 


























...1n any combination 
Trane Torrivent ! 









The versatile TRANE Torrivent permits you to heat 
and mix any desired combination of outside and re- 
circulated air to provide just the amount of heating- 
ventilating you need. Use it with or without ducts; 
install it on the floor, ceiling or wall—anywhere you 
need a dependable source of warmed, filtered, humidi- 
fied and tempered air for heating, ventilating or 
industrial processing. 

Next time you’re faced with a heating-ventilat- 
ing job for any kind of building, make it a TRANE 
Torrivent. There’s a complete range of nine sizes 
to 33,000 cfm. For complete facts on the Torrivent, 
see your nearby TRANE Sales Office — or write 
TRANE, La Crosse, Wisconsin. 


Check these Torrivent Features: 


e QUIET! New, high-efficiency TRANE Fans have 
low outlet velocities for smooth, quiet operation. 


e VERSATILE! Torrivents heat, filter, blend any 


Heat, filter and blend a king-size volume of air 
for any institutional, commercial or industrial job 





combination of recirculated and outside air. May be 
used with or without duct work; install on floor, wall 
or ceiling. Discharge plenum with exclusive TRANE 
Diffusers or swivel nozzles permit an infinite number 
of discharge patterns. 


e FLEXIBLE! Complete range of coil types and 
sizes; wide choice of filter box, mixing box, plenum 
and nozzle combinations. 


e WIDER RANGE! Nine sizes—1, 2 and 3-fan models 
—from 1,250 to 33,000 cfm. 


e LONGER LIFE! Casing is uniframe construction, 
with heavy gauge phosphatized steel. Fan shafts are 
solid (not hollow); large diameter for less vibration. 
Fan bearings are mounted externally for easy, 
simplified maintenance. 

e LOWER COST! Greater coil and fan efficiency 
and multiple coil choice permit selection of equip- 
ment that meets your heating-ventilating require- 
ments exactly. No wasted capacity! 


For any air condition, turn to 


TRANE 


MANUFACTURING ENGINEERS OF AIR CONDITIONING, 
HEATING, VENTILATING AND HEAT TRANSFER EQUIPMENT 





















THE TRANE 





© SCRANTON MFG. DIV. SCRANTON. PA 





COMPANY. LA CROSSE 





wis TRANE COMPANY OF CANADA. LTD... TORONTO © 90 U.S. AND 19 CANADIAN OFFICES 


FOR ''BUILT-UP’"’ SYS- 
TEMS, ‘T'RANE precision- 
built Fans and Delta Flo 
Coils step up efficiency 
of system. Exclusive 
TRANE Delta Flo Fin 
provides increased heat 
transfer efficiency. 


CUSTOM STYLING with 
production models! 
New, trim TRANE Wall- 
Fin is precision built. 
Closures stay trim and 
attractive for years due 
to extra reinforcements 
at key points. 
































New Products 





(Continued from page 74) 


Convector Line 

A line of convectors designed for 
residential, commercial and insti- 
tutional use has been announced by 
Embassy Steel Products. Units are 
available for free standing, mounted 


and recessed installation with a 
special sloping top model for hos- 
pitals and schools. Elements consist 
of aluminum fins, copper tubing and 
cast iron headers tapped % and %4 
in. on the 6 in. sizes. The element 
may be turned in the cabinet, facili- 


tating the use of either size tap- 
pings. Other features include heavy 
gauge steel cabinets, optional heav- 
ier gauges, adjustable steel brackets 
for pitch and optional factory in- 
stalled knob dampers. 

Manufacturer: Embassy Steel 
Products Inc., 890 Stanley Ave., 
Brooklyn 8. 


Pressurized Cutting Oil 

A pressurized cutting oil that 
clings to metal at any angle has 
been announced by A. W. Chester- 
ton. The oil is a reinforced, heavy- 
bodied emulsion formulated from 
chlorinated base sulphurized oils. A 
spray method of application puts 
the oil where it is needed for drill- 
ing, cutting, sawing, threading, tap- 
ping, etc., of soft metals or hard 
stainless steel. 

Manufacturer: A. W. Chesterton 
Co., 6 Ashland St., Everett 49, Mass. 


Bathtub with Safety Finish 

A 5-ft steel bathtub with a special 
safety finish has been introduced 
by Lawndale Enameling. The finish 


Perfection Announces Appliance-Styled Furnace Line 


A line of appliance-styled gas- 
fired furnace-air conditioners for 
residential use has been announced 
by Perfection Industries. The units 
may be installed with zero clear- 
ance in sides and back, facilitating 
built-in or flush-mounted installa- 
tions. Six models ranging in capac- 
ity from 75,000 to 200,000 Btu/hr 
are available. Cabinet, blower and 
motor are designed to handle cool- 
ing as well as heating. Cooling 
units are matched to the heating 
system and can be made part of the 
original system or added later. 
Furnace air return can be made 
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from the bottom, back or either 
side. The units may be completely 
serviced from the front. All models 
measure 56 in. high (76 in. with 
cooling coil) and 29 in. deep. 
Widths vary from 17% to 32% in., 
depending upon Btu output. Other 
features include constant, even air 
circulation; one automatic control 
for both heating and cooling; and a 
three-stage fire to provide moder- 
ate heat for mild weather and a 
high fire for cold weather. 
Manufacturer: Perfection Indus- 
tries, Div. of Hupp Corp., 1135 
Ivanhoe Rd., Cleveland 10. 


provides a grip for the foot even 
when wet, preventing slipping. The 
tub has a wall flange on three sides 
and is punched for right or left- 


hand drain. It measures 60 by 29 by 
15 in. and is finished in a choice of 
six colors or white. 

Manufacturer: Lawndale Enam- 
eling Co., 1137 W. 14th St., Chicago. 


Correction 

An item in the July issue indi- 
cated that International Harvester 
Co., of Chicago, had introduced a 
new backhoe attachment for its 
light-duty “130” industrial tractor. 
The item should have said that In- 
ternational Harvester has approved 
the use and method of mounting the 
Henry Super C-10H backhoe on its 
tractor. The backhoe can dig 10 ft 
deep with a maximum reach of 13% 
ft at ground level. It can load at 
heights to 8% ft and swing in a 
continuous arc of 160 deg., digging 
or dumping at any point along the 
are. 


Heating Calculator 

A calculator designed to help the 
contractor arrive at figures needed 
in a heating estimate: has been 
developed by Radiant Ray Radia- 
tion. The calculator works like a 
slide rule and permits readings at 
nine openings. It can compute areas 
of walls, windows, doors, ceilings or 
floors, as well as room volume. It 
also shows commonly used heat loss 
factors and infiltration factors which 


are used with the calculator to 
figure Btu losses, either by exposed 
surface or by room volume. 
Manufacturer: Radiant Ray 
Radiation, Inc., 464 Hartford Ave., 
Newington, Conn. 
(Please turn to top of page 126) 
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The plumbing contractor who buys from 
a NIBCO wholesaler has the extra ad- 
vantage of one-stop buying. From small 
elbow (22 different types) to huge 12” 
tee, NIBCO’s complete line of fittings for 
copper plumbing fills any bill of goods. 
There’s no need to make out several 
orders...it’s a waste of valuable time 
and money. Depend on the long line, 
proven quality and convenient packag- 
ing of your NIBCO wholesaler. Next 
time, try his supermarketing facilities... 
we think you'll like the idea. 


NIBCO INC. — 904 Pium St., Elkhart, Indiana 


Ask your NIBCO wholesaler for Catalog “I’’~ or write for free copy 
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/nstelle Like lightoing! 


intrin Zoe 


“T’-TYPE SINK FRAME* 


. Built-in Corner Supports! 


No Extra Parts—one tool—a screwdriver. 
Just Tap-in the Color-Tabs—it’s locked tight. 


2. Ridged Corners for Strength! 


Speeds installation—stops warp 


rotate Ma Ae) *) °)(-m 


3- Installs Fast—Sells Fast! 


on the line—on the job—or 
in the store. Builds. profit—cuts time. 


Contact your wholesale distributor or write: 
—_—— 


C4 
MINDAS-NOE \_SINIDIOSTI as 


INCORPORATED 
5860 N. Pulaski Road, Chicago 30, Ill. 
5250 W. 102nd St., Los Angeles 45, Cal. 
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see your Wheeling distributor 


Your Wheeling distributor has a world of experi- 
ence and knowledge available to you. . 


. and it’s 
yours for the asking. Here is the kind of active help 
you want to do the job better, faster, more easily, 
more profitably. He also has specialized products to 
meet your most exacting requirements. 

He has Wheeling sorTire Galvanized Sheets, 
for example. This is the sheet acknowledged to be 
the tightest-coated galvanized sheet yet produced. 
It's so tight-coated you can use it to make anything 
that can be made of steel sheets. 


He also has Wheeling Continuous Weld Pipe 
This is the pipe made of Wheeling’s own special 
analysis steel skelp. It’s uniformly round, true, 
clean, easy to thread, easy to work. No wonder it's 
the choice of leading contractors and engineers. 


For the name of the Wheeling 
distributor nearest you, contact 
the Wheeling district sales of- 
fice or write to Wheeling Steel 
Corporation, Wheeling, West 
Virginia. 


District Sales Offices—Atianta, Boston, Buffalo, Chicago, Cincinnati, Cleveland, Detroit, Houston, New York, Philadelphia, St. Louis 
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Special engineering features make JUBILEE an out- 
standingly efficient oil-fired boiler. With its Wet Base 
construction, it can be installed on combustible floors! 
Vertical flue travel past hundreds of heat-grabbing fins 
reduces flue gas temperatures 800° . , . sure evidence 
of fuel economy. Lifetime cast-iron boiler sections with 
Wet Base cast as an integral part of each section .. . 
lus extra large nipples for optimum hot water circu- 
[ation .. . boost efficiency still further. Year ‘round hot 
faucet water is provided by an all-copper lifetime 
tankless heater of Trufin tubing, Senso through the 
large top nipples, the coil is submerged in the hottest 
part of the boiler water, Burnham’s conscientious crafts- 
marmship shows in every detail. JUBILEE is available 
in two sizes for hot water. . .445 and 500 sq. ft. I-B-R 
net ratings. Get behind JUBILEE now .. . you sell 
best when you sell the best! 


Burnham boilers wear like iron... because they're made of iron 
= 4 ape pt i % as Set 
pies Benne hat 


Burnham Corporation 
Irvington, New York 


Please send me, without obligation, full data and rating 
on JUBILEE. 


Available with flush jacket 
or with handsome two-tone 
blue and gray extended 
jacket. 


Available as a packaged 
boiler with all essential 
equipment, controls and 
wiring assembled and 
tested at the factory. 
Shipped in skid-bottom 
crate so sturdy it has 
earned the National Safe 
Transit Label. Can be easily 
slid on pipe section rollers 
or “walked” into position. 


Available as boiler unit alone, to be used with burner 


and controls of your choice. 


Burnham Oil Burner 
specially designed to 
perform with top effi- 
ciency. 
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The Story Behind “The Story of the Bath’... 


“THE BATH is the most individual thing 
in the world, unless it be whiskers or the 
length of a woman’s skirt 

“Dirt does not grow out ol poverty; pov 
erty grows out ol dirt 

“When the world seems blue, take a bath 
and watch it grow rosy " 

‘The story of the bath is not a new story. 
It is as old as time; as fresh as this morning's 


morning.” 


*® Carl Sandburg, the famous poet, dis 
cussed these quotations in an article he 
wrote for DomMEsTic ENGINEERING (yes, he 
did!) in February, 1922. Mr. Sandburg was 
writing about the new DoMEsTIC ENGINEER 
ING booklet entitled ““The Story of the 
Bath.” 


Message to Garcia.” While we ourselves do 


He compared it favorably with “A 


not think there is much resemblance, we do 
agree that “The Story of the Bath” is the 
plumbing industry classic. 

It is now in its fifth printing. Its distri 
bution to schools has run into the millions, 
which probably places it second only to 


McGuffey’s Reader in school circulation. 


# It has sold a lot of plumbing. In those 
long-ago days, you couldn't sell a bathtub 
until after you had sold the idea and need 
for bathing. So it is obvious that Domestic 
ENGINEERING was successfully selling the 
sizzle long before anyone had heard of El 
mer Wheeler. 

But we insisted that ‘““The Story of the 
Bath” was not advertising. Was Lincoln 
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advertising Gettysburg, Pa., we asked? Ot 
does the Grand Canyon advertise the Santa 
Fe Railroad? 


from our present vantage point, we can see 


The answer was “no,” but 


that it was wonderful advertising for the 
plumbing industry—perhaps the best it 
ever received. 

By now you may have forgotten that Do 
MESTIC ENGINEERING published it as one of 
several items in an educational campaign 
under the slogan “A bath a day keeps you 
fit every way.” If you attended the plumb 
ing conventions of the early twenties, the 
chances are you wore a lapel button beat 


ing this slogan. 


® What do you mean you weren't there? 
Only 55 years old? Never read “The Story 
of the Bath?” 


described in 1922: “ “The Story of the Bath’ 


Then listen to how it was 


is your story. It is a translation of your 
work and service to humanity. It is the 
heart of a profession turned inside out for 
a waiting public to see and understand.” 

Beyond that, you will enjoy reading it. 
It will give you a pleasant feeling, as well 
as a wider appreciation of what has gone 
before in this industry. And it will demon 
strate, again, the value of selling the bene 
fits, rather than the product 

SO we suggest you turn to page 98 and 
read ‘The Story of the Bath.” END 
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© Another in the series of DE “Special Events 


oh) 


exclusives... 


Interview with General Electric officials 


gives the behind-the-news story .. . 


Why GE Is Going All Out to 
Recruit P-H Contractors as 
Kitchen Remodeling Specialists 


THE INDUSTRY'S BIG NEWS last 
month was the decision by Gen- 
eral Electric Co. to begin an all- 
out drive to recruit plumbing 
and heating contractors as 
“kitchen remodeling specialists.” 

Sharing the spotlight with this 
announcement, and as evidence 
of its determination to make the 
drive pay off, General Electric 
also announced the contribution 
of a complete kitchen to the DE- 
sponsored All-Industry Big 
Push Remodeling Sales Contest. 
The de luxe kitchen is valued at 
approximately $3500. 


s Even from the world’s largest 
electric appliance manufacturer, 
that’s quite a prize. Big com- 
panies must justify such expendi- 
tures on a management level, 
and they must be sure their de- 
cision will benefit the corpora- 
tion. 

The “how” and “why” of this 
big-business policy decision nat- 
urally will interest all business- 
men. But it will be particularly 
interesting to plumbing and 
heating contractors. The follow- 
ing DE intérview with General 
Electric officials shows why. It 


gives an insight not only into the 
careful planning of a big organi- 
zation but, more surprisingly, it 
throws light on the plumbing and 
heating industry itself. 

We think the frank answers 
GE supplied to us will be, in their 
own way, as stimulating to our 
industry’s modernization cam- 
paign as the Domestic ENGI- 
NEERING kitchen. 


a The interview took place in 
two stages—first, at Domestic 
ENGINEERING’S editorial head- 
quarters in Chicago, and second, 
at GE’s Appliance Park in Louis- 
ville. Answering questions for 
GE were Edward Riley, manager 
of the Home Bureau, and the 
following officials of the Dish- 
washer and Disposall Dept.—Ed 
Reichert, manager of advertis- 
ing and sales promotion; Gordon 
Roney, manager of plumbing in- 
dustry sales; and Alex Paulson, 
advertising and sales promotion 
specialist. 

The report of the interview 
follows: 


Q. First, before any questions, 
thanks on behalf of Domestic 
Engineering and the plumbing 


and heating industry for your 
generous support of our Big 
Push Remodeling Campaign. 
A. Well, we’re glad to be in. We 
wouldn’t have it otherwise. 


Q. That’s what we want to get 
to right off. What prompted 
General Electric to design a 
special kitchen, and a very ex- 
pensive one at that, for the Big 
Push sales contest? 
A. Actually, there are several 
reasons. One, of course, is that, 
like other manufacturer, 
we’re always looking for a good 
market for our products and good 
sell it. We decided 
your Big Push contest would put 
us in direct contact with both. 


any 


dealers to 


Q. As simple as that? 
A. Nothing is as simple as that. 
We must justify expenditures 
such as this special kitchen prize, 
and we must make sure GE has 
good reason to participate in non- 
company sales efforts. 


Q. Was that difficult? 


A. Not really. This remodeling 
market is a big thing and we’ve 
been vitally interested in it for a 
long time. We’ve watched it de- 
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EXECUTIVES of Gen- 
eral Electric Co. are 
shown during inter- 
view in DE’s editorial 
offices in Chicago. 
Seated (from left) 
are Alex Paulson 
(GE), Ed Riley (GE), 
O.T. Carson (DE pub- 
lisher), and Gordon 
Roney (GE). Standing 
are DE representa- 
tives. See caption be- 
low for complete 
identifications. 


velop in the plumbing and heat- 
ing industry sinee your Bay City 
Story in 1952. The Plumbing- 
Heating-Cooling Month promo- 
tion staged by the industry last 
spring and your magazine’s pres- 
ent campaign have provided fur- 
ther stimulation. With programs 
like these, we feel sure your 
readers are going to grow with 
this market. 


Q. You're pretty well sold on 

the modernization market 

then? 
A. Very definitely. Along with 
our interest, we’ve made quite a 
study of the market and have 
decided that the future of our 
built-in appliance business is 
in kitchen modernization and 
kitchen remodeling dealers are 
going to be our greatest allies. 


Q. What are the other factors, 

other than the size of the mar- 

ket, that influenced you? 
A. You know the answer to that, 
of course. Your readers have 
been saying it right along in 
stories you’ve published. The 
profit picture is better. Qualified 
dealers can sell kitchens on their 
features and benefits to the 
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homeowner, not on the basis of 
price alone. There’s a fair profit 
all along the line because you’re 
selling people who are buying 
for their own needs and, properly 
sold, they’ll pay the right price 
for what they want. 


Q. Agreed. Now let’s go back 
to that other “basic” you men- 
tioned earlier—someone to sell 
the market. 


A. Ok. As you know, GE is 
pushing harder and harder on 
kitchen modernization. We need 
good outlets that can assure the 
quality selling and installation 
that we feel our products de- 
serve. We’re sure that many of 
these outlets can be found among 
qualified plumbing and heating 
contractors who follow DE. 


Q. And, apparently, that’s one 

of the reasons you're support- 

ing the Big Push campaign? 
A. Right. 
feel we'll be gaining a greater 


By participating, we 


entree to a desirable group of 
contractor-retailers for our kitch- 
en business. 


Q. Doesn't this represent some- 
what of a change in policy? 
There may have been a tend- 
ency in the past for some in 
our industry to view General 
Electric as a big manufacturer 
primarily interested in single 
appliance sales, perhaps some- 
what removed from the pack- 
aged, complete room concept so 
popular in the plumbing and 
heating industry. 


A. That’s very possible and it 
(Please turn to page 86) 





Caption for illustration: 


From left (seated): Alex Paulson, advertising and sales promotion 
specialist for GE’s Dishwasher and Disposall Dept.; Edward Riley, man- 
ager of GE’s Home Bureau; O. T. Carson, DE publisher; and Gordon 
Roney, manager of plumbing sales for the D-D Dept. Standing are Roy 


Wagner, DE sales rep.; C. W. MacLeod, DE market 


J. E 


research; 


Purnell, managing editor of DE; and E. P. Campbell, DE advertising 
manager. Ed Reichert, manager of advertising and sales promotion for 
the D-D Dept., and C. L. Staples, DE vice president, also participated 





GE-DE collaborate in design... 


(Continued from page 85) 


may have been true once. Actu- 
ally we’ve been very much in 
plumbing since the advent of the 
food waste disposer. Then, of 
course, the automatic dishwasher 
and clothes washer entered the 
picture. So we’re no strangers to 
the plumbing industry. Our par- 
ticipation in the contest indicates 
an increase in the emphasis we 
are placing on obtaining more 
and better complete kitchen re- 
modeling dealers, and our belief 
that many of these can be ob- 
tained in your industry. 


Q. What was your experience 

in these previous contacts with 

plumbing-heating contractors? 
A. Very good. In disposers, for 
example, the plumbing and heat- 
ing contractor did very well in 
sales and there were no instal- 
lation problems. In general, this 
exposure showed us the advan- 
tages in working with this type 
of dealer. 


Q. No doubt you’ve made quite 

a study of various types of out- 

lets? 
A. Yes we have. And although 
we've found good kitchen dealers 
in almost all categories, there is 
always room for improvement 
and always room for more good 
dealers. 


Q. What would you say are the 
plumbing and heating contrac- 
tor’s strong points in selling 
complete kitchens? 
A. There are several and most 
have to do with the inherent na- 
ture of his business. He has a 
broad base of essential home 
products and services to operate 
from, with a varied experience 
in related fields. He’s also got the 


mechanical know-how for han- 
dling the complete job, whether 
he does all the work or subcon- 
tracts portions of it. 


Q. What about selling? 


A. You can probably answer that 
better than we can. However, we 
know that plumbing and heating 
contractors have made _ great 
strides in merchandising in the 
past decade. And they’re im- 
proving every day. Your remod- 
eling contest is going to help 
everyone who enters improve his 
merchandising techniques, too. 
We certainly can’t overlook the 
fact, either, that the plumbing 
and heating contractor enjoys 
one big advantage over many 
other types of dealers and that is 
his entree to the home through 
other facets of his business. He’s 
got one foot in the door before 
anyone else can even get started. 


Q. Are there any other factors 

in his favor? 
A. Well, there is the matter of 
stability. The contractor-dealer 
we’re talking about is no johnny- 
come-lately with a_ superficial 
background in business. He’s 
there to stay and already enjoys 
a good reputation for perform- 
ance in his community. 


Q. He also has, or can get, 
skilled mechanics to work for 
him, too. 


A. Yes, that’s right. Unlike some 
others he doesn’t have to depend 
on handymen or semi-skilled 
workers. He can keep his good 
men, too, because he’s able to of- 
fer year-around work. 


Q. In your opinion, what can 
our reader do to improve his 
kitchen merchandising? 


A. For one thing, he can reap- 
praise his entire operation to see 
just how he is doing. Entering 
your contest will, in effect, ac- 
complish this. Second, he should 
make sure he’s keeping up with 
new trends. The matter of color 
in kitchens is an important trend 
right now. Also he can probably 
take more advantage of the de- 
sign help offered by manufactur- 
ers. For example, GE has a very 
complete kit that can be a big 
help both in merchandising and 
design suggestions. 


Q. Would you comment for 
just a moment on what the ad- 
vantages are to the plumbing 
and heating contractor in get- 
ting into kitchens? 


A. Most of your readers already 
know the big one and that, of 
course, is that it’s big ticket busi- 
ness at a good profit. Also, it is 
a good opportunity to sell more 
appliances. Single appliance sales 
are pretty . competitive. But 
by selling the complete kitchen 
package, all the appliances are 
automatically part of the sale. 


Q. What about capital? Isn’t 


there quite an investment in- 
volved? 


You’d be 
surprised how little is required. 


A. Not necessarily. 


Q. All in all, then, you're pret- 

ty well sold on the complete 

kitchen idea? 
A. Very definitely and that’s 
why we're pushing it so hard. 
We feel the trend today is to sell 
the complete kitchen package. 
It’s a new horizon in appliance 
selling and one that we feel will 
resolve many of the problems 
normally associated with single 
appliance sales. END 
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DESIGN SESSION: George Warren (left), chief 
of General Electric’s kitchen design section, is 
shown with C.L. Staples (right), vice president 
of DE; Gordon Roney (second from right), GE's 
manager of plumbing sales; and James 
Purnell, managing editor of DE, as they dis- 
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details of 


the “Domestic Engineering 


For full description, see page 110. 


It'll be given free to a p-h contractor in DE's Big Push Remodeling Contest... 


SOMETHING NEW has appeared 
on the plumbing-heating scene. 
It’s called the “Domestic EncI- 
NEERING Kitchen.” It de- 
signed especially to be given as 


was 


a major prize in DE’s Big Push 
Remodeling Sales Contest (see 
pages 84 and 110). George War- 
ren, chief of General Electric’s 
kitchen design section, was in- 
vited to join the interview-type 
(with other GE offi- 
cials) reported on the preceding 
pages. The completion of the in- 
terview—this portion dealing 
with the kitchen itself—follows: 


discussion 


Q. Before we wind this up, we'd 
like to compliment you on the 
special Domestic Engineering 
kitchen you designed for the 
contest, Although it’s described 
in detail elsewhere (page 110), 
a few questions might be in 
order here. First, was it a par- 
ticularly difficult job? 
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A. Probably it was more like a 
dream job. Our designers’ orders 
were “Let yourself go. Give 
them the best.” That’s a design- 
We'll 
remind you also that your own 
people were very helpful, par- 
ticularly in practical application. 
That’s one of the reasons GE is 
naming it the “Domestic ENGI- 
NEERING Kitchen.” 


er’s favorite instruction. 


Q. What is the first goal of a 
kitchen modernization design? 
Many of our readers design 
kitchens themselves and would 
like to compare notes with you. 


A. General Electric designers 
probably work very much along 
the lines of your qualified con- 
tractors. Our first goal is—sala- 
bility. We must design a kitchen 
that will win the consumer’s dol- 
lar against the toughest kind of 


competition. No touch of color, 


line or design, or layout innova- 
tion goes in unless it helps the 
salesman customer and 


satisfy that customer. 


win a 


Q. Could you sum up your de- 
sign theories for our readers? 
A. Well, we’ve probably already 
done that in the kitchen itself— 
our Big Push prize. However, 
putting it into words it’s some- 
thing like this: One: it must be 
designed to sell. Second, to sell, 
the kitchen must appeal to three 
major consumer desires—pride 
of ownership, practical usage and 
economy. If you have beauty, 
functional design and economy 
all incorporated, you've got a 
good design. We feel the Do- 
MESTIC ENGINEERING Kitchen is a 
good example of why kitchen 
modernization is a surefire mar- 
ket for the design-wise plumbing 


and heating contractor. END 
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No PLUMBING AND HEATING 
contractor is so big he can ignore 
job site shortcuts. 

For example, J. H. Welsh & 
Son, Phoenix, Ariz., one of the 
biggest contractors in the South- 
west, felt its profits were being 
needlessly drained by assembling 
field sheds at each job site. The 
sheds cost an average of $350 
per job and were practically 
valueless when it came time for 
the workers to move to another 
site. 

Why not build permanent 
sheds that could be moved from 
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MOBILE OFFICE AND SHOP, converted from old 
truck trailer by J. H. Welsh & Son, Phoenix, Ariz., 
is shown on the job site at Arizona State Uni- 


job to job without loss of money 
or time? That was the goal set 
by the efficiency-minded firm. 

The company achieved its pur- 
pose with the purchase of three 
truck trailers used during the 
war to transport personnel. The 
trucks cost $733 apiece “as is.” 
Two units were converted into 
large mobile warehouse-offices 
in about 160 man-hours of work 
—upping the cost to $1,250 
apiece. The third, corroded by 
salt air, required 300 man-hours 
to convert. 

In addition, $85 was invested 


— 


— 


eae . = 
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versity. Note the prominent on-the-job advertising 
made possible by painting a sign on the trailer. 
The company has three such units now in service. 


Welsh converts truck trailers into traveling shops .. . 


to paint a Welsh “billboard” ad- 
vertisement on the side of each 
trailer. “We figured such big 
vehicles would be eye-catchers,” 
says vice president Don Hoff- 
man, “so we might as well get 
some promotional payoff from 
them, too.” 

All in all, the cost of the mo- 
bile sheds averaged nearly $1,500 
apiece—a lot of money. “But 
worth it,” Hoffman adds quickly. 
“Our old sheds were a lot of work 
to put up and knock down at each 
job. The planks, siding and roof- 
ing paper we used on them were 
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it's an office 


Al Bates, job superintendent for 
Welsh, checks over plans and speci 
fications in his “office” in the mobile 
unit, The convenient contour desk was 
built into the trailer by the company’s 
employees. The total cost of each unit, 
including equipment, was $1500 


and a warehouse 


Bins for smaller fittings and valves 
were constructed on one side of the 
trailer and the opposite side used for 
boxed materials and larger fittings. 
The warehouse-on-wheels can hau! an 
estimated 15 tons of material. 


...as well as a shop. 


The mobile unit also doubles as an 
on-the-job shop. Here a journeyman 
operates a pipe threading machine 
that is powered by generators built 
into the trailer for use where electric 
power is not available at the job site. 


> 


something of an eyesore, too. 

“Now when we want a ware- 
house-office at the job site, we 
just drive one out, hauling it 
with a KRB-10 International 
tractor. We once made a round 
trip of 92 miles in only four 
hours with our rolling shed. And 
don’t forget, these mobiles cart 
up to 15 tons of material to the 
site, too. And they look smart 
and professional.” 

Office manager David Branch 
estimates that the entire invest- 
ment can be amortized within 
four years. He arrived at this fig- 


ure by setting up a rate equal to 
the depreciation plus the insur- 
ance. 


In addition, Welsh executives 
believe the are more 
burglar-proof than field sheds 
are and lower the cost of double- 
handling the basic stock of fit- 
tings and parts. 

Hoffman cites other benefits: 

“We have an attractive adver- 
tising medium, both en route and 

(Please turn to page 202) 
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\.. continued 


Unique Work 
Bench Is Key 
to Faster, 
Better Pipe 
Assemblies 


A GOOD SHOP SHORTCUT not only 
saves time and money—it saves 
the man. And it frequently re- 
sults in a better quality job. 

David L. Swain knows the truth 
of that. The Friendsville, O., 
plumbing and heating contrac- 


INVENTOR David Swain, Friendsville, O., plumbing and 
heating contractor, demonstrates his portable work bench 
for calking and joining soil pipe. The unit holds pipe in 


tor, looking for better ways to 
calk and join soil pipe as a means 
of speeding up shop and job-site 


production, has 


believes he 
found the answer. 

Some time ago he began de- 
veloping a device that would ac- 
complish two objectives—speed 
up the job and, at the same time, 
improve the quality of the fin- 
ished product. Today, he has a 
patent pending on his device. 


s Basically, his product is a port- 
able work bench that holds soil 
pipe in a straight-line position at 
a comfortable working height to 
make the calking and joining op- 
eration better and easier. 

The unit is fabricated of alum- 
inum and iron and weighs only 
45 pounds. It can be assembled 
in a little over a minute. 
the work 
bench is a swivel chain vise that 
can be adjusted for either a hori- 
zontal or vertical position, mak- 


A main feature of 


ing it ideal for the yarning and 


calking operation. The vise also 
lends itself to the use of either 
hand or power tools. 

Three “Y” pipe supports 
equipped with rollers facilitate 
rotation of the soil pipe and, like 
the vise, can be adjusted to a 
comfortable working height. 

After spending several years 
improving his invention, Swain 
started manufacturing units in 
his own shop last spring. With 
a production capacity of only two 
units a week, he has limited his 
marketing to the northern Ohio 
Results have been so en- 
that he 


area. 
couraging , however, 


hopes to expand soon. 


that 
contractor can make a job easi- 


sSwain feels any time a 
er, he is improving his opera- 
tion. A worker 


have to contend with physical 


who doesn’t 
obstacles and petty annoyances 
can concentrate on his real job— 
a quality installation completed 


as quickly as possible. END 


a straight-line position and adjusts vertically to an ef- 
ficient working height to speed up the job. Swain reports 
better quality pipe joints since he installed the bench. 
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Problems in distribution 


will be larg f oj neu 


wholesaler 


EQUATION FOR SUCCESS: George 
American Institute’s executive 
the layout of the brochure 


program . 


Underwood, the 
secretary, 
titled Equation for Success 


looks over 


that describes the Institute-sponsored business man 


agement school for wholesalers. 


The 


school is set 


for June 29 to July 19, 1958, at Harvard University. 


American Institute Schedules 


Business Management School 


IN A FRONTAL ATTACK on the 
problems of distribution in the 
plumbing and heating industry, 
one of the nation’s leading whole- 
saler organizations has _ an- 
nounced that it will sponsor an 
intensive business management 
school for wholesaler executives. 

The school will begin June 29, 
1958, and will be held at Harvard 
University’s Graduate School of 
Business Administration in Bos- 
ton. Sponsoring organization is 
the American Institute of Supply 
Assns. 

To get the full story of this un- 
precedented program for whole- 
salers, DE interviewed George 
Underwood, executive secretary 


of the American Institute. A re- 


NoMESTIC ENGINEERING, SEPTEMBER 1957 


port of the exclusive DE inter- 
view follows: 


Mr. Underwood, first of all, will 
you give us some of the vital 
statistics of the school? 


Well, it'll run for three weeks 
—from June 29 to July 19 next 
year—and will be staged at Har- 
vard University in Boston. The 
teachers will be professors from 
the Harvard Graduate School of 


Business Administration. 
Who is eligible to attend? 


Executives of wholesaler com- 
panies that are members of the 


American Institute. 


What is the objective of the 
business management school? 


To put it in more general terms, 
the school’s objective is to im- 
prove the plumbing and heating 
industry’s methods of distribu- 
tion. As a step toward accom- 
plishing this, we are offering our 
wholesalers an intensified course 
that 
will help equip them to make ex- 


on business management 


pert, forward-looking decisions 
with regard to their own partic- 


ular management problems 


And the 
are—? 


more specific aims 


To put the business management 


school’s objectives in specific 


language we want to reverse 


the trend of rising costs and de- 


(Please turn to page 92) 





Business Management School . . . . . (continued) 





M. W. DENNISON, president of the American Institute, and Roger W. 





Pope, chairman of the Institute’s education committee (left and center, 
respectively), got together with Asst. Dean B. J. Borreson of the Harvard 
Graduate School of Business Administration to discuss the Al’s plans 
for a business management school for wholesaler executives. 


(Continued from page 91) 
creasing profits. For the indus- 
try to accomplish this, the indi- 
vidual wholesaler has to learn 
how to get the most out of his 
personnel and equipment, where 
to cut corners and where it’s not 
economical to do so, how to get 
the most out of advertising—to 
name just a few major categories 
in which knowledge means more 
profit. Our school is designed to 
increase wholesaler knowledge 
in all these major fields. 


You’ve anticipated the next 
question — what specific sub- 
jects or problems will be taken 
up at the school? 


The school will give extensive 
coverage to sales management, 
marketing, financing, warehous- 
ing and business organization— 
other Under 
sales management the professors 
will cover such things as maflage- 
ment of the sales force, advertis- 
ing, buying 
with suppliers and pricing. On 
the subject of financing, they'll 
take up fixed and working capi- 
tal, financing the inventory and 


among subjects. 


policies, relations 


92 


cost control. Inventory control, 
utilization of space and filling 
and billing of orders will be 
among the warehousing subjects 
that will be examined by students 
enrolled in the school. This list is 
by no means complete. However, 
the complete schedule of subjects 
to be covered will be announced 
to our members shortly. 


Without doubt you've made 
preliminary investigations as to 
the likely interest wholesaler 
executives would show in such 
a school. What have you found? 
Do you expect a large enroll- 
ment? 


Oh yes, we conducted a prelimi- 
nary sampling of executive opin- 
ion. Our educational committee 
is convinced that wholesalers 
recognize the benefits they would 
derive from such a school. As far 
as the expected enrollment is 
concerned, Harvard officials have 
indicated that the school will be 
most effective if confined to be- 
tween 80 and 90 people. 


What will the cost be to whole- 
salers who attend? 


The total fee will be $575.00. This 


includes not only tuition and all 
supplies but also room and board 
on the for the 
three-week period. 


campus entire 


Are you contemplating a series 
of such schools? 


We actually have scheduled just 
next year’s school but we have 
every reason to believe that it 
will become an annual thing. The 
coverage of subjects is excellent 
and im- 
proved management techniques 
is keen. 


wholesaler interest in 


Do you have any plans for dis- 
seminating the school’s mate- 
rial to wholesaler members who 
will not attend the school? 


Nothing definite has been worked 
out on this point yet, but we are 
considering a series of pamphlets 
based on the materials presented 
at the school. 


Would you comment on how 
you think contractors will ben- 
efit from improved wholesaler 
management policies? 


Well, of course, the benefits to 
the contractor will be indirect, 
but they’ll be real for all that. 
Improved materials handling, 
adequate inventory, better credit 
policies—these are just a few ele- 
ments of good wholesaler man- 
agement that will make a lot of 
difference to the wholesaler’s 
customer: the contractor-retailer. 


When will final plans for the 
school be made? 


They’re already nearly complete. 
AI members interested in attend- 
ing should send their applica- 
tions to the American Institute 
of Supply Assns., 403 Albee 
Building, Washington, D. C. The 
school will naturally come up for 
discussion at our convention 
where a brochure describing it 
will be available. 

(The Institute’s an- 
nual convention is set for Sept. 
15-18 at the Waldorf-Astoria 
Hotel in New York City.) 


American 


END 
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The Ladies Tell What 
They Like, Don't Like 
About Air Conditioning 


Among the plus factors: Compatible husbands, toe, 9. & el 
behaving children, satisfied dogs and cats... AP WANEL Ay mI S.A ET 


burdensome when you can work 
in a comfortable atmosphere.” 


PSYCHIATRISTS may never have to treat inter-family 
conflicts after 1970. 
Far-fetched? Maybe, but a recent women’s panel 
discussion in Chicago on the subject of residential air 
conditioning developed the major plus-factor that cen- 
tral cooling has cut down on family arguments and all 
factions—husband, wife ard children—are easier to 
live with during the hot summer months. 
Why 1970? That’s the year central air conditioning 
will become standard in the majority of American 
homes, says John W. Norris, president of Lennox In- 
dustries of Marshalltown, Ia., sponsor of the forum. { 
Norris decided recently that he wanted to discover . 
what the American housewife, the gal who lives closest “We Fier I dates with 
to and longer with home air conditioning, thinks of this air conditioning because it’s 
type of equipment. Accordingly, he invited 20 women more fun to stay home now.” 
from the Chicago area to lunch for a frank discussion 
of air conditioning. Like most women, they weren't 
averse to voicing their opinion. 
What, precisely, did the ladies have to say? 
First, there was the afore-mentioned improvement 
(Please turn to page 243) 


Mrs. O. Blevit 
“Our eating habits have im- 
proved since | can serve more 
hot meals in the summertime.” 


WOMEN’S FORUM on air conditioning 
is shown in session. The panel dis- 
cussion was sponsored by Lennox In- 
dustries, Marshalltown, la., and mod- 
erated by John Norris, its president 
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Meet Miss 
Verified 


Long Life 


"MISS VERIFIED LONG LIFE helps spark interest in the gas water heater 
promotion sponsored by the Verified Long Life Water Heater Assn., 
Los Angeles. Appearing with her at the San Diego meeting of 400 con- 


tractors were William J. Bailey (left) and F. L. Line, association officers. 


She dramatizes how Southern California's upgrading program has 
paid off in public acceptance of 10-year warranty water heaters 


FOLLOWING ITS SUCCESS in the 
Los Angeles area, a program for 
upgrading gas water heater sales 
is now expanding into new terri- 
tory. 

At a meeting, 
more than 400 plumbing and 
heating other 
industry 


recent dinner 
contractors and 
representatives from 
San Diego County were intro- 
duced to the program and to 
“Miss Verified Long Life” 
illustration) who personified the 
program’s name and seal. The 


(see 


meeting was sponsored jointly 
by the Verified Long Life Water 


94 


Heater Assn., Los Angeles, and 
the San Diego Gas & Electric Co. 
Briefly, the program involves 
a year-around promotional and 
educational effort to encourage 
consumers to purchase long-life 
water heaters. A key element in 
the program is the Verified 
Long Life seal that is placed on 
water heaters of participating 
manufacturers that carry a 10- 
year warranty. 
Manufacturer-members of the 
association are required to abide 
by specifications established by 
the group in order to be eligible 


to place the seal on their water 
heater lines. 

Quality control of the gas wa- 
ter heaters is maintained through 
periodic field inspection made by 
an independent testing labora- 
tory. The laboratory buys water 
heaters bearing the seal on the 
open market, then submits them 
to thorough tests to insure that 
they meet all specifications set up 
by the association. 

In discussing the program be- 
fore the San Diego group, Willi- 
am J. Bailey, an official of the 
the idea has 


association, said 
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gained “unprecedented accept- 
by plumbing and heating 
contractors who have participat- 
ed. He also stressed the fact that 
Southern California utility com- 
panies are cooperating in pro- 
moting the program. 

Current promotion, Bailey said, 
includes more than 500 billboards 
featuring Verified Long Life gas 
water heaters; streetcar, bus and 


ance” 


truck cards carrying the same 
message; and television 
and newspaper advertising de- 
signed to promote the program 
on a year-around basis. 


radio, 


Bailey told the San Diego group 





OFFICIAL SEAL is 
attached to water 
heaters that carry 
a 10-year warran- 
ty by manufactur- 
ers participating 
in the program. 














that the potential market for 10- 
year water heaters is the most 
promising in the history of the 
industry. He emphasized that 
the promotion of high quality 


standards throughout the indus- 
try results in better public ap- 
preciation and and 
the 


make more sales easier. 


acceptance 


enables p-h contractor to 


END 





Will Seek to Iron Out Differences 
in New York State Plumbing Code 


Five communities to hold public hearings Sept. 18 


A FURTHER STEP toward uni- 
formity of plumbing regulations 
in New York State was taken 
last month when the State Build- 
ing Code Commission mailed 
public hearing drafts of its pro- 
posed new plumbing code to ap- 
propriate organizations. 

Major General Mc- 


Grew, Jr., chairman of the com- 


Edward 


mission, said that public hearings 
on the new code have been 
scheduled for Sept. 18 in Albany, 
Buffalo, Garden City, Syracuse 
and White Plains. 
criticism and suggestions for im- 
provement, McGrew declared 
that all interested and qualified 
individuals and groups would be 
given an opportunity to be heard. 


In soliciting 


=» The new plumbing regulations 
will bring together in a single 
booklet all the performance pro- 
visions for plumbing of the State 
Building Construction Code, the 
applicable provisions of two oth- 
er standards previously recog- 


DomEsSTIc ENGINEERING, SEPTEMBER 1957 


nized by the commission and the 
plumbing illustrations from the 
commission’s building manual. 

Describing the proposed code 
as “clear, uniform and consist- 
McGrew said that the 
plumbing industry, should find it 
“fully suited” to its needs. 


ent,” 


The code was prepared in col- 


laboration with the Bureau of En- 
vironmental Sanitation and the 
State Department of Health, un- 
der the supervision of its direc- 
tor, Earl Devendorf 

When promulgated, the new 
regulations will become effective 
in the 223 cities, towns and vil- 
lages now using the State Build- 
ing Construction Code 
the 


becomes 


If, as an- 


ticipated, new plumbing 
the 


state’s health regulations, it will 


standard part of 
also be used by a large number 


of other communities END 
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“We hurried. We were afraid you'd have it fixed before we got here.” 





A Short Course in... 


Oil Burner 
Servicing 
Gauges... 


By Fred Feigenbaum 
Oil Heating Consultant, New York City 


MANY OF THE QUESTIONS that come up in oil 
burner servicing involve factors that can be ob- 
served or measured with various gauges used in 
the industry. Therefore, the oil burner service- 
man who offers complete service should under- 
stand and be equipped with a number of types of 
gauges. They include (1) a pressure gauge, with 
a zero to 300-pound dial reading, to be used 
primarily with high pressure atomizing burners; 
(2) a vacuum gauge; (3) a low pressure gauge to 
be used with various types of low pressure burn- 
ers; (4) a draft gauge; (5) a stack thermometer; 
(6) a stack gas analyzer; (7) a smoke tester; and 
(8) an electrical tester. 

This article will deal largely with the use of 
vacuum and pressure gauges. 

With the above-mentioned equipment, and the 
knowledge of its proper use, the serviceman can 
increase his ability to get the right answers. How 
does he get this knowledge? The best way is to 
use the instruments as often as possible. Not just 
on the more troublesome jobs, but on all kinds of 
jobs. This is the right way to build up a set of 
guide points to the over-all correct operation of 
the equipment he services. 


s For example, draft is an important factor in 
oil burning. Any draft problem usually boils down 
to whether there is enough draft or not enough 
draft. What may be enough draft for an installa- 
tion in one boiler may be insufficient for the same 
burner in another boiler. Measurement is the only 
way to get the answer. By using a draft gauge on 
various jobs over a period of a week a service- 
man may learn many facts about the draft re- 


quirements of the different types. The actual facts 
as he observes them may alter his entire attitude 
toward draft problems. 

With high pressure atomizing burners, using 
the pressure gauge is basic. For example, the 
serviceman may find himself with a burner pro- 
ducing a good fire, high CO. and no smoke at ex- 
actly 100 pounds nozzle pressure. But the job 
isn’t quite right. He needs just a little more fire. 
Is he going to take out this nozzle and put in a 
larger one just to get a few percent more fire? 
Not when the solution is a simple turn of the 
pressure regulating screw. Bringing up the pres- 
sure to 120 pounds will increase fire size almost 
10 percent, and, if anything, will improve the fire 
by increasing the fineness of the oil spray. 

But right here the pressure gauge becomes 
important. Not for what it indicates about the 
present pressure, but for what it will show about 


PRESSURE GAUGE 
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Fig. 1 shows the use of vacuum and pressure gauges for 
testing oil heating installations. The vacuum gauge in- 
dicates suction lift and other resistance and also the 
ability of the pump to overcome resistance. The pres- 
sure gauge shows the pump pressure (not necessarily 
nozzle pressure) and the operating condition of the pump 
and regulating valve. 
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Fig. 2 shows a method for testing the pump by having 
the return line discharge into a container while the 
burner is operating normally. A piece of % or ‘42-inch 
copper tubing can be used. If the pump is in good con- 
dition, the return stream will be solid, about as thick 
as a lead pencil, with the pressure at 100 pounds. 


the behavior of the pump and regulating valve. 
The serviceman should find out one more fact. 
Will the burner come on with fire one thousand 
times in the next thousand starts? If he takes the 
gauge off and leaves before finding out, he will 
not even be sure it will start correctly tomorrow. 
Someone may be back here on a BNO (burner- 
not-operating) call next week. 

The only way to be sure is to test for the cutoff 
point in relation to the operating pressure. After 
adjusting to the pressure needed for correct firing, 
the serviceman should turn the regulating screw 
slowly to a higher pressure. At a certain point the 
fire will begin to get stringy. A further increase 
will cause it to go out completely. This is the cut- 
off point: the pressure at which the pump is un- 
able to hold the cutoff valve open against the in- 
creased spring tension. The regulating screw may 
then be turned as far as it will go, but pressure 
will not increase. All the pumped oil will be by- 
passing, either through the regulating valve or 
across the pump gears. 


good idea to make this test with the 
ignition on. Otherwise, wken the pressure regu- 


elt is a 


lator is packed off, the spray will return and may 
be ignited off the hot bricks of the combustion 
chamber. 

Also, the cutoff pressure should be noted: It 
should be at least 30 pounds higher than the in- 
tended working pressure. This is the margin of 
safety that will make all future starts positive. 
The cutoff valve is completely off its seat, admit- 
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ting oil dependably to the nozzle. It can be ex- 
pected to remain open throughout the operation 
A lower margin is not satisfactory because safety 
is actually involved here. If the cutoff valve hangs 
or chatters, it may cut off the spray for an instant 
during operation. Then when it comes on again, 
before the safety control stops the burner in the 
no-fire condition, it will have the hot combustion 
chamber to ignite it, with some force. If the cutoff 
valve hangs at the start, the mixture may be too 
lean for good ignition. 


s To understand what the pressure gauge indica- 
tion means it is necessary to know what the pump 
was designed to do. The biggest part of its job is 
to circulate oil. Most of the oil that goes ee 
the pump is pumped over and over again. Only ¢ 
fraction of it goes to the nozzle. Most Micnactie 
nozzles spray between one and two gallons per 
hour. Most pumps have a capacity of 15 gallons 
per hour or more. 

When a pressure gauge is used on a high pres- 
sure oil burner pump, one of the factors being 
tested is dependability, as measured in the pump’s 
ability to hold the cutoff valve open. As long as 
there is excess oil passing through the regulating 


(Please turn to page 163) 
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Fig. 3 shows a method for testing the entire supply and 
circulation system by means of temporary suction and 
return lines. Details of the test are given in the article. 
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THE STORY 


Editor’s Note: Originally published by Domestic En- 
GINEERING shortly after the first World War, “The 
Story of the Bath” is refreshing reading today just as 
it was then. However, before you begin, turn to page 
83 and read the editorial, if you haven’t already done 
so. There you'll find some interesting commentary 
and background, which, in effect, is the “story” of 
“The Story of the Bath.” It will enhance your enjoy- 
ment of the plumbing industry classic that follows 


at 


NOT SO LONG AGO there was a man who lived in 
the country. He was neither rich nor poor—just 
fairly well-to-do, as the saying goes. One day it 
was rumored that President Theodore Roosevelt 
was coming that way on a hunting trip. In their 
younger years Roosevelt and the man had been 
at Harvard together, and together they had 
roughed it in the woolly West. Then life’s scrim- 
mage caught them up and drifted them apart. 
Hearing the news of the expected trip, the man’s 
wife thought it would be a fine thing to entertain 
the President. It would get their name into the 
newspapers, excite the envy of the neighbors, give 
the family prestige. She was all aflutter. But to 
entertain a President as she thought a President 
should be entertained, certain improvements 
ought to be made in the home. So the man in- 
vested in new decorations, a water system and a 
bathroom. 

And then they waited for the President. And 
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OF THE BATH 


they waited. But a change in the affairs of state 
kept the President at the White House. 

And there they were—the man and his wife 
and their children. He had spent his savings, and 
they had a fine home. More than that—they had a 
glorious bathroom, with hot and cold water and 
everything. Having such a bathroom, they used it. 
And in using it the family gained in health, wealth 
and happiness. 

They had missed the President, but they had 
found the fountain of youth and learned the fine 
art of living. And that was worth something. Well, 
I guess so. 

President Roosevelt did his work and passed on 
without ever knowing, so far as I know, of the 
great blessing he had been the means of bringing 
into the lives of the man and his wife and their 
children. 

And that is all there is to the story, which, come 
to think of it, isn’t a story at all, is it? It is merely 
a climax, or the last chapter. 


= So, too, the story of the bath may turn out to be 
the last chapter in the age-old search for the foun- 
tain of youth. The last chapter, you know, sums up 
all that has gone before—brings to life little things 
overlooked or forgotten—leaves everybody facing 
the East, happy forever after. 

The stery of the bath is not a new story. It is as 
old as time; as fresh as this morning’s morning. 
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This classic of the industry, 


a forerunner of the bath-a-day 
idea, will be as refreshing to 

read today as it was when first 
published nearly 40 years ago 





Where did it begin? Nobody knows. Where will it 
end? Ah! that is for you to decide. 

This much we know. All of us are creatures of 
habit. That is to say, we do or we do not do certain 
things today because somebody did or did not do 
certain things yesterday. Then there are the little 
turns in our lives, like the turn in the lives of the 
man and his wife and their children. If these turns 
are to the right, they help us; if they are not, they 
hinder us. 


s We ought to live to be a hundred, and we will 
when we know how to live. Of course we will. 
There is no doubt of it. Then we shall be so radi- 
ant with health and energy that to fall sick will be 
to fall from grace. 

A boy’s Saturday night protest is not a protest 
against the bath. It is but an echo of a time-worn 
wail against washtubs filled too hot or too cold, 
gouged ears, and skins polished raw with the soft 
side of gunny sacks. Who wouldn’t protest? Boys 
like water. For nine-tenths of their body cells are 
water cells. But they like it humanely admin- 
istered. And so do father and mother and all the 
rest of us. 

Make it easy to bathe and the protest will take 
flight along with colds, bad complexions, that tired 
feeling, and other disagreeable things 

As far back as history takes us, which is far 


(Please turn to page 231) 





Why 


Tinker Jacklegg 


Should Have Taken 
a Vacation... 


deere aeee 


ee 
ell 
— 


After viewing these examples of the “handyman’s”’ 
handiwork, some p-h contractors would be willing 
to finance Tinker on a one-way trip to anywhere 


QUALIFIED 


You HAvE To Give Tinkek Jacklegg credit for 
one thing—he’s a hard worker. No vacation for 
him. Hardly a day goes by that he doesn’t direct 
his tinkering talents toward an\installation like 
one of these two typical shots taken from DE’s 
growing file of Jacklegg jobs. \ 

(Tinker Jacklegg is the name ous Meibestey has 
given to the unqualified handyman the un- 
skilled installer of plumbing and heatirtg equip- 
ment responsible for thousands of dollar’ worth 
of damage and an unknown num- \ 
ber of deaths and injuries each 
year.) 

But Tinker should have taken 
a vacation—we think—for two 
reasons. First, so there would 
have been a few less Jacklegg 
jobs done to endanger some- 
one’s life. And second, because 
we think Tinker is going to have 
a tough time of it this winter. 

Qualified plumbing and heat- 
ing contractors aren’t taking any 
vacation either in their efforts to 
put Tinker of the way. 
They’re continuing to follow a 
well-planned and thorough pro- 
gram, called the Qualified Con- 
tractor Campaign, that is helping 


out 


CONTRACTOR PROGRAM .. . (PART 20) 


our readers asking for the Qualified Contractor 
Kit. This is one of the primary tools for conduct- 
ing a winning battle against Tinker. The news- 
paper ads, the sales letters and direct-mail pieces, 
the speech you can give before local groups and 
the posters you can display in your showroom all 
tell your customers to keep Jackleggs away from 
major plumbing and heating jobs. 

Ted Kamenske, a Dyer, Ind., plumbing contrac- 
tor who wrote recently to ask for the QC Kit, 


IF TINKER had taken a vacation, he might have been out of town instead 


to keep Tinker off major plumb- 
ing and heating jobs in a grow- 
ing number of places. 

Letters continue to come from 


of available to turn his hand to this job. After Tinker’s work got so 
that a coffee can and pail had to be suspended from this section of 
pipe to keep water off the floor, a qualified contractor was called in 
to make a safe installation. The photograph was taken by Morris 
Parilman, Omaha plumbing contractor who did the corrective work. 
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said, “I have two jobs right now installed by 
Jackleggs and I’m contracting to correct them. 
I’m taking pictures of them before starting and 
after the corrections are completed I'll send 
photos for publication.” 

Burt Dudley, a contractor in Fort Myers, Fla., 
seeking help in a fight for improved codes, asked 
that we send him the “Classic Cases” reprint. 
Part of the QC Kit, this four-page article con- 
cerns a home in Milwaukee where a Jacklegg 
installation was allegedly related to several polio 
cases in one family. The Florida contractor also 
asked that we send several copies to his city’s 
building inspector. 


sIn Milwaukee itself a recent case involving 
a “home-made” plumbing job was widely pub- 
licized. The city superintendent of plumbing, 
Robert Flint, called it “the most deplorable, 
unsafe and unsanitary installation I’ve seen in 
30 years.” 

Familiar with the QC Kit, Flint commented 
on the “Classic Cases” reprint in the March 
1957 issue of DE as follows: “Your ‘Classic 
Cases’ reprint would be of great interest to 
plumbing inspectors everywhere for their 
use in the constant fight against Jackleggs. It 
really brings home the fact that employing an 
unqualified person who claims he ‘can do it 
cheaper’ might result in a tragedy instead of 
an economy.” 

A Baton Rouge, La., reader, H. H. Hick, Sr., 
formerly the city’s plumbing inspector, recently 
asked for information to help him and his com- 
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THE QUALIFIED CONTRACTOR Kit is designed to put a 
stop to installations like this. Here, Tinker removed 
a closet bowl and used the opening to receive waste 
from the floor above. A chair helps keep the arrange- 


ment secure. This picture was sent by W. A. Dunn, 
Minneapolis, executive secretary and librarian of 


American Society of Sanitary Engineering. 


mittee to prepare a new plumbing code for their 
city and parish. One of the most frequent uses 
of the QC Kit is in helping qualified contractors 
inform the public of the need for such legisla- 
tion for their own protection. 

Perhaps you, too, can make use of the QC 
Kit to fight Jackleggs in your community. 
For a description of its contents and where 
you may obtain it, see the box below. END 





The Qualified Contractor Kit 
Can Help You Steer the Public 
Away from Jackleggs 


DE’s QuA.iriep Contractor Kir is 
designed to help you tell your custom- 
ers about the hazards of letting unquali- 
fied persons do their plumbing and heat- 
ing installations—and it sells you as a 
contractor who is qualified to do this 
work. 


Here’s what’s in the Kit: 
¢ Three newspaper ads explaining the im- 
portance of proper installations 


e Four newspaper releases warning against 
Jacklegg installations 


¢ An outline for a speech that explains the 
importance of a qualified contractor 

eA sales letter explaining the hazards of 
improper installations 

eA fact sheet detailing reasons for the 
Qualified Contractor Program 

® Two window posters identifying qualified 
contractors to the public 

° A certificate of qualification for office or 
showroom display 


© The “Classic Cases” reprint 


The Kit is available free to DE sub- 
scribers submitting evidence of their 
qualifications. Write Domestic Ener- 
NEERING, 1801 Prairie Ave., Chicago 16. 
Complete details on request. END 
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For SEVEN YEARS, dozens of the 
best brains in the industry and 
thousands of dollars were joined 
in an effort to secure federal leg- 
islation that would put a crimp 
in the practice of bid shopping 
by general contractors on federal 
construction projects. 

Finally, on June 24, a bill 
came up with enough support to 
pass in the House of Representa- 
tives-—by unanimous consent in 
about 40 minutes. There was 
good reason for thinking that 
the bill (H.R. 7168) would have 
equally smooth sailing in the 
Senate (S. 2300). 

Suddenly, many in the indus- 


102 


~~] 
= 
oy) 
ie 


try dramatically reversed them- 
selves and began to work just as 
energetically for defeat of the 
proposed bill in the Senate as 
they had for its passage in the 
House. Early in August, indus- 
try leaders who had been fol- 
lowing the legislation began 
bombarding their Congressional 
representatives with letters and 
telegrams urging that Senate ac- 
tion on the bill be postponed un- 
til the industry had a chance to 
express its views at hearings be- 
fore the Senate Judiciary Com- 
mittee. 

One industry group—the 
Plumbing Contractors Assn. of 


Why the Industry 
Reversed Its Stand 
on the Bid-Shop Bill 


For years, industry leaders have sought similar legislation. As 


victory seemed 


they changed their stand. Here's the story behind the switch... 


Chicago—went so far as to send 
three members to Washington 
(see facing page) to place their 
opposition before their national 
representatives in person. 

Why the big industry switch? 
Why are plumbing, heating and 
piping contractors suddenly so 
opposed to a bill they heretofore 
either have actively endorsed or 
at least tacitly accepted? 

To get the story behind the 
dramatic a DE editor 
(Louisa Jozsi-Joe) interviewed 
Congressional and industry lead- 
Here’s what she found: 

The protest against the bill 
currently before the Senate is 


move, 


ers. 
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not opposition to bid shopping 
such. Rather, it 
stems from a conviction that the 
bill (as presently written) in ef- 
fect condones bid shopping for a 
period of at least seven days fol- 
lowing the opening of the sub- 
contractors’ bids and that it has 
other objectionable features for 
the industry’s contractors. 


legislation as 


# Wilbur Hokom, president of the 
National Assn. of Plumbing Con- 
tractors, in stating his group’s 
stand on the bill, said: “We are 
solidly opposed to this legislation. 
To enact it into law in its present 
form would be unwise and de- 
structive. 

“The current bills, H.R. 7168 
and S. 2300 (identical), are en- 
tirely different from their prede- 
cessor in the 84th Congress, S 
1644, which was solely directed 
toward eliminating the evil prac- 
tices of bid shopping and ped- 
dling of subcontracts after the 
bids on the prime contract had 
been opened. 

“On the other hand, H.R. 7168 
and S. 2300 have the purpose of 
setting the pattern for construc- 
tion contracting by the federal 
government. They outline poli- 
cies, methods and procedures to 
be followed as a general rule by 
contracting agencies. Preventing 


bid shopping is only an inci- 
dental purpose of the bills, and, 
unfortunately, they actually al- 
low a seven-day period after the 
prime bids are opened during 
which bid shopping or peddling 
can occur.” 

Hokom also took sharp excep- 
tion to the definition of mechan- 
ical specialty work (discussed 
elsewhere in this article) that 
limits such work to within five 
feet of a building. He called this 
limitation in the definition “vi- 
tally damaging to the interests 
of our members” and said that 
responsible the 


it was for 


NAPC’s resurveying its position 
on the bill. Hokom went on: 

“We 
that the bill originally had little 


reluctantly concluded 
or no merit and that the five-foot 
clause was the last of a series of 
compromises and concessions 
virtually destroying the original 
sound purposes of bills previous- 
ly introduced in Congress to 
prevent bid shopping. 

“Until 
Hokom said in conclusion, “the 
NAPC at no time took a position 
on these bills.” 


our present stand,” 


Even those industry groups 


(Please turn to page 104) 


... But most are against it! 
ea 
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THEY WENT TO WASHINGTON: 
The Plumbing Contractors 
Assn. of Chicago felt so strong- 
ly about the bid shopping bill 
that it sent three of its mem 
bers to Washington to tell why 
they opposed it. Shown being 
interviewed by a DE reporter, 
they are (| to r) George Connel 
ly, president; Anthony Dvorak; 
and William Readey, secretary 





They disagree with the bill on some points: 





James Binder Fred Williams 


IN CONTRAST to the position taken by George Roscoe (p. 103), these mem- 
bers of the official family of the Council of Mechanical Specialty Contracting 
Industries have withdrawn their support of the bid shopping bill primarily 
because of the “five foot clause.” Binder, Little Rock, Ark., p-h contractor, 
is president of the Council and a member of the NAPC Board. Wil- 
liams, a Boston contractor, is chairman of the MCAA legislative committee. 


(Continued from page 103) 
that do of the 
afore-mentioned provisions com- 
pletely unpalatable—undesirable 
though they may be—see poten- 
tial danger in the bill’s restric- 
tive definition of mechanical 
specialty work. 

An official announcement from 
the industry’s organization of 
big-job contractors, the Mechan- 
ical Contractors Assn. of Amer- 
ica, says: “The present defini- 
tion of ‘mechancal specialty 
work’ contained in the bills is 
narrow and arbitrary and too 
specialized in character. Unless 
a particularly objectionable 
clause limiting mechanical speci- 
alty work to a point five feet 
outside the building line is de- 


not find some 


A Definition of Bid Shopping 


leted, we must, in the best in- 
terest of our members, withdraw 
from supporting the bill.” 

This five-foot line limitation— 
as it has come to be called—in 
the definition of mechanical 
specialty work has also drawn 
fire from the NAPC and the 
United Assn. 

Even two members of the 
Council of Mechanical Specialty 
Contracting Industries—James 
Binder and Fred Williams—who 
otherwise favor passage of the 
bill, are strongly urging deletion 
of the objectionable language in 
this definition. The Council it- 
self was formed nearly two years 
ago (DE, Jan., 1956) for the pri- 
mary purpose of getting bid 
shopping legislation passed. 


Bid shopping is the term applied to the unethical practice by some 
general contractors of beating down the amount of the subcontract for 
specialty work, after subcontractor bids have been opened, in an effort to 
induce the lowest bidder (or others) to go still lower. Usually this is 
accomplished by the general contractor’s securing still lower offers from 
competing subcontractors, once the lowest bid is known. 


Binder, a Little Rock, Ark., 
plumbing and heating contrac- 
tor, is president of the Council. 
He also is a member of the 
NAPC board of directors, al- 
though he speaks without official 
NAPC sanction as far as his ac- 
tivities on the Council are con- 
cerned. Williams, Boston plumb- 
ing and heating contractor, is 
chairman of the MCAA’s legisla- 
tive committee. He, too, acts on 
the Council in a private capacity. 

However, the executive secre- 
tary of the Council, and its prime 
mover, George Roscoe, still fa- 
vors the bill. Says Roscoe: “We 
will move ahead in accomplish- 
ing the Council’s objectives . . . 
which far outweigh minor ob- 
jections to the bill . . . now mis- 
construed and magnified almost 
beyond reason.” 

As indicated, the strongest ob- 
jection to the bill is the “five-foot 
line” clause in the definition of 
mechanical specialty work. The 
exact language of this section of 
the bill is as follows: 

“The term ‘mechanical special- 
ty work’ in connection with a 
construction contract means all 

(Continued on page 224) 


He's solidly opposed to it: 





Wilbur Hokom 


“WE ARE solidly opposed to passage 
of the bid shopping bill as now writ- 
ten. To enact it into law in its present 
form would be unwise and destruc- 
tive,” says Wilbur Hokom, Beverly 
Hills, Calif., president of the NAPC. 
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How the Lac Feel 
About Air Conditions 
Page 93 


WEATHERMAKER 
WALK 


ED 
Ale CONDITION 
ciDEWALK £ 


RETAIL MERCHANTS 
= :: 





THE FIRST public sidewalk air conditioning 
installation was unveiled recently in Koko- 
mo, Ind. An 18-foot-wide stretch of walk 
had a wooden framework covered with plas- 
tic built over it (see above) and cooled with 


a self-contained unit. 


Photo at right shows 


pedestrians window shopping in cool com- 
fort, as the girl hands out air conditioning 
literature. (Photos courtesy of Carrier Corp.) 


Unusual stunt in Kokomo (Indiana) gets people thinking about the benefits 


of summer cooling in the 


“You HAVE TO FEEL IT to believe 
it!” 

That’s what residents of Koko- 
mo, Ind., were saying recently 
as they were treated to a new 
kind of outdoor climate control 
when the first public sidewalk 
air conditioning installation was 
unveiled. 

It was part of a city-wide sales 
promotion called Fair Weather 
Days to dramatize air conditioned 
summer shopping. An air condi- 
tioning manufacturer cooperated 
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stores they patronize, the homes they 


in setting up an 18-foot-wide con- 
trolled stretch of sidewalk ex- 
tending almost half the length of 
the 


store. 


city’s largest department 

In preparation for regulating 
sidewalk wooden 
framework overlaid with a plas- 
tic film was built. The roof of 
the tunnel-like structure 
covered with multi-colored alu- 
minum panels. Air conditioning 
was then accomplished with a 
self-contained 


climate, a 


was 


unit, similar to 


live in 


those found in many stores and 
restaurants, which spilled cool, 
dehumidified air just over the 
heads of window shoppers 

A young lady was on hand to 
pass out literature explaining the 
air conditioned sidewalk and the 
Fair Weather Days promotion 
The 


dismantled at the end of the pro- 


sidewalk installation was 
motion, but the store manager, 
and others in Kokomo, are won- 
dering about making installations 


on a permanent basis. END 
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An excerpt from DE’s mail: 


laquinta Tells Why 


He's Behind the Big 
Push in Remodeling 





He sees remodeling sales as the answer 
to the slowdown in new housing. He likes 
the bigger profit margin. And he hopes 
to win one of the valuable prizes in 

the Big Push Remodeling Sales Contest 








Frank laquinta 


EDITOR’S NOTE: Joseph Iaquinta & Son got its start in 1912 when 
its founder “carried his tools on his back and his office in his head.” 
Today, the firm is an outstanding plumbing and heating company 
operating in a 50-mile radius around Clarksburg, W. Va. 

Frank Iaquinta, the “& Son” of the company, is running the firm 
today. He tells in the letter below how he feels about the DE- 
sponsored All-Industry Big Push Campaign and its major activity, 
the Big Push Remodeling Sales Contest. 


“‘WE ARE PARTICULARLY grate- 
ful for an opportunity to ally our 
firm with such an outstanding 
event as DE’s Big Push Remod- 
eling Sales Contest. 

“We believe that the Contest 
is especially suited for the medi- 
um-sized contractor like us 
(Clarksburg is a city of 33,000) 
because we don’t have the advan- 
tages of sales managers, adver- 
tising consultants or large budg- 
ets that some operations do. 

“But when you show the pub- 
lic good, hard-hitting promotion 
and live-wire sales activity, you 
can’t help but improve your busi- 
ness assets handsomely. For this 
reason, our firm is embracing the 
Big Push Remodeling Sales idea 
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with the knowledge that sales 
promotions as described in Do- 
MESTIC ENGINEERING will help 
make us a big prize winner! 

“Studying the stimulating pro- 
motional, public relations and 
sales ideas in Domestic ENGI- 
NEERING and reading of the ac- 
tual sales methods of the more 
promotion-minded 
our trade has given us any num- 
ber of ideas and methods to in- 
corporate into our firm’s efforts 
to make a determined drive in 
promoting remodeling sales and 
winning a prize. 

“What is the big prize? Sure, 
we would like to win the motor 


members of 


truck, but as we see it, being ac- 
cepted by the public in this area 


as the outstanding promoter and 
deliverer of the goods when it 
comes to remodeling is the most 
important thing. Our aim in the 
Big Push Contest is this: By 
January 31, 1958, when anyone 
in our 50-mile service area 
thinks of remodeling, it will be 
our advertising that sparked the 
thought and our crews who will 
install the job. 

“We keep a sufficient force 
busy in remodeling work in all 
seasons, installing and servicing 
all types and sizes of plumbing, 
heating and air conditioning 
work of a domestic, commercial 
and industrial nature. 

a “We've taken pains to 
try to be the best-equipped and 


great 


best-manned remodeling expert 
in this area, and we’ve carefully 
chosen a nucleus of top men as 
subcontractors of some phases 
of our remodeling work. 
“Thanks again for this oppor- 
tunity. You'll be hearing from 


us again soon.” END 
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: Official Rules for the Big Push Con 


WHO CAN ENTER: 


All qualified plumbing and heating contractors 
who are in business as of January 31, 1958, are 
eligible to enter the Big Push Remodeling Sales 
Contest. 


PRIZES: 


Prizes in the contest will be awarded in recogni- 
tion of the ingenuity, resourcefulness and contin- 
uity of merchandising methods used to sell re- 
modeling work by qualified contractors entered 
in the contest. 


WHAT TO ENTER: 

The decisions of the judges will be based upon 
evidence of remodeling sales and promotion ac- 
tivity submitted by qualified contractors. Such 
evidence may consist of, but not be limited to, the 
following: 


(A) A letter from you—the qualified contractor 
—telling how you are increasing sales of plumb- 
ing, heating and cooling products (and related 
appliances) through emphasis on remodeling 
merchandising. (B) Photographs indicating your 
efficiency in remodeling work, including such sub- 
jects as your showroom, shops, trucks and special 
displays. (C) Descriptions of typical before-and- 
after remodeling jobs. (D) Testimonial letters 
from satisfied customers.” (E) Evidence of suc- 
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TAKE THIS FIRST STEP to enter 
the Big Push Remodeling Sales 
Contest. Fill in this entry blank, 
clip it out and return it to the 
Contest Editor. DE will then set 
up your file containing evidence 
of the merchandising methods 
you’re using to sell remodeling. 
It will become part of your final 


Name 





= 


~ 
« 


i 


= *: 


cessful remodeling promotions (direct mail, news- 
paper, radio, TV, postcards, outdoor advertising, 
novelty advertising). (F) Any other materials 
that will provide information for the judges re- 
garding your merchandising and remodeling man- 
agement efforts. 


HOW TO ENTER: 

The first step in entering the contest is to fill in 
the official contest entry blank and send it to the 
Contest Editor, Domestic ENGINEERING, 1801 
Prairie Ave., Chicago 16. A file will be estab- 
lished in your name; you can begin accumulating 
and sending material immediately. There’s no 
need to send a complete entry at one time. Ma- 
terial will be added to your file as it becomes 
available and is sent to DE 


SIZE OF BUSINESS: 
The size or location of a business will not be con- 
sidered in awarding prizes. Small operations 
have just as good a chance to win as big com- 
panies do inasmuch as awards are to be given on 
the basis of the ingenuity, resourcefulness and con- 
tinuity of remodeling merchandising 


shown by the material submitted 


practices 


SKILL IN WRITING: 
Writing skill will not be considered in awarding 


(Please turn to top of next page) 


COUNT ME IN 


I want to enter the Big Push Remodeling Sales Contest. I understand 
this places me under no obligation. Please send me news and information 
bulletins about the contest as. they become available. 


Title 





entry in the Big Push Contest. 


Company 








City 


Zone 





» | Check here if you want free remodeling sales aids. 


e See following pages for list of contest prizes 





Official Rules for the Big Push Contest . . . (continued ) 


prizes. Completeness of the remodeling mer- 
chandising picture as described above will be the 
determining factor in the judges’ decision. 


BOARD OF JUDGES: 


The board of judges will be selected for knowl- 
edge of good merchandising methods and under- 
standing of the problems of selling remodeling 
products of the plumbing, heating and cooling in- 
dustry. Names of the judges will be published in 
forthcoming issues. 


IN CASE OF TIES: 


In case of ties, duplicate prizes will be awarded. 
The decision of the judges will be final. 


DEADLINE FOR ENTRY: 


All material submitted by the contractor for entry 
in the contest must be postmarked not later than 
January 31, 1958. However, contractors are urged 
to begin now to send in evidence of remodeling 
merchandising as it becomes available so that the 


JUDGING: 


Contest entries will be judged on March 1, 1958, 
or as close thereto as is practicable. 


PRESENTATION OF AWARDS: 


The names of contest winners will be published 
in Domestic ENGINEERING as soon after the judg- 
ing as is practicable. Presentation of awards will 
be made at appropriate times and locations there- 
after. The motor truck first award, contributed 
by Domestic ENGINEERING, will be provided f.o.b. 
Chicago. The prizes contributed by manufactur- 
ers will be provided by them f.o.b. their factory 
or other designated point. Merchandise certifi- 
cate awards contributed by wholesalers will be 
redeemable at convenient wholesalers for mer- 
chandise of the winners’ own choosing. 


GENERAL: 


All entries become the property of Domestic 
ENGINEERING. In order to promote better business 
for our industry, DE retains the right to publish 
all or any part of the contest entries in the maga- 


final entry will be as complete as possible. 


zine or in its advertising. 


How you can become a winner in the Big Push Contest... 


THE Bic Pusu Remodeling 
Sales Contest will be one of the 
easiest and one of the most prof- 
itable contests you've ever en- 
tered. Profitable because taking 
part in it will cause you to realize 
more from your promotion—and 
easy because DE’s editors will 
do most of the work in assembl- 
ing your contest entry. All you 
have to do is get the material to 
us and we'll handle it from there. 

Here’s what the contest judges 
will be looking for—proof from 
you of your ingenuity, resource- 
fulness and continuity in mer- 
chandising remodeling work in 
your community. 


» And here’s how you go about 
becoming a winner in the Big 
Push Contest: 

First, fill in and return the 
entry blank on page 107. This 
tells us you’re interested, and 
we'll set up your file to hold 
material you'll be sending later. 

Second, write us a letter tell- 
ing us (and the contest judges) 
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every detail you can think of, no 
matter how small, about your 
approach to remodeling. Writing 
style won’t matter—the impor- 
tant thing is a thorough descrip- 
tion of how you’re making a suc- 
cess of modernization work. 


» Next, get your employees to 
help you become a winner in the 
contest. Give them an incentive 
to get more satisfied customers, 
more leads, more jobs. Let them 
help you to win national and 
local recognition for the good job 
they’re doing for you. 

Fourth, tell your city your 
showroom is its remodeling head- 
quarters. Use displays, advertis- 
ing or skywriters; but prove to 
the public that you are the one 
best qualified to do remodeling 
work for them. 

Then take another look at the 
August, 1956, issue of DE, the 
Book of Remodeling. Take ad- 
vantage of it in stepping up your 
activities in remodeling. 

Last, and perhaps most im- 


portant, send us a sample of 
everything you use to merchan- 
dise remodeling work. Send all 
you can, including newspaper 
ads, radio and TV commercials, 
direct-mail pieces, sales letters 
and letters from customers that 
will give us a really complete 
picture of how you're going 
about your promotion. Take pic- 
tures of jobs before and after 
your company worked on them; 
take pictures of your trucks, 
your showroom, your journey- 
men in uniform. 


s Any qualified contractor, large 
or small, has an equally good 
chance of winning the 1958 
motor truck being given by DE, 
the complete DE Kitchen being 
awarded by General Electric, or 
other valuable prizes. 

Start your entry by sending 
us your entry blank today—then 
keep it up tomorrow by starting 
a flood of material our way to 
show us how you became an ex- 


pert in remodeling. END 
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continued ... 


5th Book of Prizes 


In the Big Push Remodeling Contest 


More THAN $16,000—that’s the total val- 
ue of prizes in the Big Push Contest at the 
time of this listing. DE’s contribution of a 
1958 motor truck and now General Elec- 
tric’s specially designed kitchen (see fol- 
lowing pages) add substantially to this 
amount—but continuing participation of 
manufacturers from every branch of our 
industry indicates widespread support. 

Browsing through these five Books of 
Prizes, any contractor will see many prod- 
ucts that would be of value to him. 


s As the prize list grows, DE’s editors are 
continually impressed with the enthusiasm 
that contractors, wholesalers and manu- 
facturers express. “Keep up the good 
work,” “Proud to be aligned with your 
Big Push Contest,” and “Appreciate this 
opportunity to take part in an important 
step toward making remodeling the big 
market it deserves to be,” are typical 
comments from the contest’s co-sponsors. 
“I’m waiting to see that truck unveiled 
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because I’ve got my eye on it,” writes one 
contractor who's going all out to show how 
he’s merchandising remodeling in his city. 

Others have taken the trouble to tell 
us that there’s more in this contest than 
prizes—that the real worth of it is in get- 
ting a good look at your business, in an- 
alyzing where promotion or customer re- 
lations or follow-up could be improved. 
Several contractors say they’re undertak- 
ing promotions that they might not have 
carried out otherwise because the Big 
Push Campaign and its contest have 
helped them realize how important remod- 
eling is to their future. 

So here’s the Fifth Book of Prizes. Take 
a good look at it—then begin thinking of 
how you can place as a winner. The con- 
test judges will be awarding prizes on your 
ability to prove the effectiveness of your 
approach to doing a first-rate job of re- 
modeling in your city. 


continued .. . 

















Contest Prizes . . . (continued) 


One Complete Kitchen-- 
in Color--Will Be Given 
by General Electric... 


Called the Domestic Engineering Kitchen, it's especially 
designed for a winner of the Big Push Remodeling Contest 


A NATURAL—the combination of General Electric and Domestic En- 
GINEERING to design a kitchen that’s a dream both for the housewife and 
for the installing contractor. It represents the latest features that it’s 
possible to design into a kitchen. Illustrated at right in a theoretical lay- 
out, the DE Kitchen is flexible not only in floor plan but also in color. 

GE has joined the growing list of co-sponsors of the Big Push Con- 
test, first, because it sees the vast potential in kitchen remodeling and, 
second, because it recognizes the qualified plumbing and heating con- 


tractor as an ideal outlet for its products. 


(For details, see page 84.) 


Here’s what the Domestic ENGINEERING Kitchen, valued retail at ap- 


proximately $3,500, will include: 


1—Wall and Base Cabinets 

Fifteen wall and base cabinets in various 
sizes to fit the winner’s specifications. The 
cabinets feature welded construction 
throughout, heavy felt sound insulation 
and rounded, seamless corners. The hing- 
es are semi-concealed for wide opening. 
There are rounded drawer corners for 
easier cleaning and nylon drawer slides 
for quiet, stick-free operation. Base cabi- 
nets have stainless steel hardware. All 
mounting fittings will be supplied. 


2—Cabinettes 

Two wall-mounted Cabinettes, which 
provide fingertip storage space over the 
surface cooking unit and under the wall 
refrigerator-freezer. The Cabinettes, a re- 
cent GE development, are finished in two 
coats of baked-on-enamel and are fronted 
with break-resistant glass sliding doors. 
They are equipped with fluorescent lamps 
and electric outlets. 


3—Air Conditioner 


A 1-hp Thinline air conditioner and de- 
humidifier with a two-speed fan switch. 


The unit uses two filters and features sim- 
plified controls, an air freshener that 
removes stale or other objectionable odors 
and three individual air directors that al- 
low a variety of settings for no-draft con- 
trol of the air stream. The Thinline is only 
1642 inches deep to allow installation in 
almost any type of window or through out- 
side walls. As suggested in the DE Kitch- 
en, the unit may be installed above the 
combination washer-dryer. 


4—Surface Cooking Unit 

A four-unit built-in surface cooking 
range. This includes GE’s new extra high- 
speed unit. The surface range fits into a 
36-inch base cabinet flush with the coun- 
tertop. The control panel, which allows 
fingertip pushbutton control with five 
measured heats for each of the four cook- 
ing units, can be mounted into the wall 
behind the surface cooking section or in 
the base cabinet in front. 


5—Combination Washer-Dryer 

A combination washer-dryer that allows 
washing and thorough drying in one con- 
tinuous operation with a single setting of 
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Fifteen wall and base cabinets in vari- 
ous sizes to fit the contractor-winner’s 
specifications. 


Two glass-fronted cabinets that offer 
handy storage space over work areas. 


A 1-hp air conditioner and dehumidi- 
fier installed above the combination 
washer-dryer. 


A built-in surface cooking unit flush- 
mounted in a base cabinet. 

A combination washer-dryer that goes 
through both operations with a single 
setting of the controls. 

A sink and a single-control, deck- 
mounted faucet with spray attachment. 


the controls. An automatic water saver 
supplies the proper amount of water for 
each load, and a built-in water heater au- 
tomatically maintains proper water tem- 
perature throughout the washing cycle. 
The unit handles as much as eight pounds 
of clothes. An automatic dry selector that 
can be set for normal or delicate settings 
determines drying time and temperature 
and compensates for the size of load. 
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A food waste disposer with a top con- 
trol—which acts as sink stopper, strain- 
er and operating switch 

A de luxe dishwasher that features 
pushbutton opening and closing 


A 12-cubic-foot wall-hung refrigerator- 
freezer combination 


Texolite countertop surfacing through- 
out in whatever design the winner pre- 
fers 


A roll-out 5-cubic-foot food freezer 
that can accommodate 175 pounds of 
food in its two bin drawers 


A built-in, waist-high wall oven with 
the “focused heat” broiler 


6—Cabinet Sink, Single-Control Faucet 

A sink and a single-control, deck- 
mounted faucet with spray attachment 
The sink measures 21 by 24 inches. The 
mixing faucet provides the desired tem- 
perature of water at the touch of a finger 


7—Food Waste Disposer 


A food waste disposer with Twistop con- 


(Please turn to page 158) 


























Contest Prizes ..... (continued) 


Baseboard Radiation Will Be 
Embassy Steel Product's Prize 


Embassy Steel Products, Inc., Brook- 
lyn, N.Y., is contributing 96 lineal feet of 
baseboard radiation, complete with the 
accessories necessary for installation. 

Embassy states that no bolts or screws 
are needed to install the baseboard. Snap- 
in lock hangers go into pre-cut notches 
and the front cover also snaps on, as do 
end pieces, corners and splicers. Back 
panels mount flush to the wall at the floor 
to accommodate carpeting or tile. 

The heating element is constructed of 
%4-inch copper tube. Aluminum fins are 
mechanically bonded for efficient and per- 


manent heat transfer. The element is 

available in 8-foot lengths. Embassy adds 

that where wall space is a problem, dou- 

ble-tier installation can be made easily. 
The suggested retail price is $168. 


Reed Manufacturing Co. Will Award a Winner Its Dual-Purpose Vise 


A combination pipe and machinists’ vise will be the 
contribution of the Reed Manufacturing Co., Erie, Pa. 
The main jaws are hardened alloy steel 4% inches wide. 
The pipe jaws hold % to 34-inch pipe. Because the pipe 
jaws don’t extend beyond the face of the main jaws, they 
permit full use as a machinists’ vise. The swivel base 
features a corrugated clamp bolt that assures easy, solid 
clamping in any position. The vise weighs 83 pounds. 

The company’s suggested retail price is $59.20. 


Lyon Incorporated Will Give 
Its New Disposo-Well Sink 


Lyon Incorporated, Detroit, is contrib- 
uting its new Disposo-Well stainless steel 


sink. A feature of this two-compartment 
sink is the off-center 8-inch drain funnel 
especially designed for disposer installa- 
tion. This permits the faucet flow to be 
directed right into the disposer (or 
strainer). Lyon says the drain funnel pro- 
tects utensils and increases disposer ac- 
tion. Other features are a recessed ledge 
and an integral rim design that makes the 
rim and sink one unit. 

The sink is available in both right and 
left-hand models. 

Lyon sinks are treated with an air- 
craft-type sound-deadening undercoating. 
They have a self-polishing finish and have 
a life-time guarantee, the company says. 

The retail price of the sink is $73.60. 
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Assorted Vapor Equalizing Valves and Air TON 
Eliminators to Be Awarded by Gorton Heating CORTC 


The Sane Cana far Cold Madhiallons 

Gorton Heating Corp., Cranford, N.J., is giving an assort- 
ment of vapor equalizing valves and air eliminators for 
steam heating systems. 

Included are one No. 4, two No. 5 and three No. 6 vapor 
equalizing valves with %-inch side connections, plus three 
each of the Nos. C and D valves with the same size of con- 
nection. Two equalizing valves, one with % and the other 
with %4-inch vertical connections, are also being given. Two 
No. 1 and a No. 2 air eliminator, the two with a %-inch verti- 
cal connection and the other with a %-inch vertical connec- 
tion, complete the prize assortment. 

Gorton’s suggested retail price for the package is $50. 


. by the Insto-Gas Corp., Detroit. This in- 

Insto-Gas Prize Includes Lead- cludes a standard-type cylinder, which 
Melting Equipment, Blow Torch produces 154 cubic feet of gas; a furnace 
that will melt 40 pounds of lead in six 


Complete lead-melting equipment is minutes; a 9-inch furnace guard that holds 
part of the Big Push prize being offered any size of lead pot up to 8 inches; and 





an 8-inch cast iron lead pot. 

Insto-Gas is also giving a blow torch, 
which is designed for use on copper tub- 
ing up to 1% inches, for electrical and 
sheet metal soldering, and for solder flow- 
ing. Its wide range of flame sizes elimi- 
nates the need for changing tips. Also 
included is 12% feet of service hose with 
fittings and connectors. 

The retail price of this combination 
prize from Insto-Gas is $104.44. 


Two Zonvalves Will Be Given by Heat-Timer 


Heat-Timer Corp., New York City, is contributing two of 
its new Zonvalves. The company says the Zonvalve can 
furnish any temperature control desired in various zones or 
rooms, operating from only a single heating unit and a single 
circulator. Made in both straight and angle types for all 
standard pipe and tubing connections, the Zonvalve can be 
installed at any convenient point on the supply piping to 
each zone. The valve may be wired to the controlling thermo- 
stats in each zone with low-voltage thermostat wire. The 
Zonvalve is guaranteed to operate with equal efficiency on 
both steam and hot water systems. 

Heat-Timer’s suggested retail price is $54. continued... 
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Contest Prizes ..... (continued) 


Panel-line Baseboard Radiation to Be Given by Hoff Manufacturing 


The Hoff Manufacturing Co., Bethany, 
Conn., is contributing 100 feet of Panel- 
line baseboard radiation. It’s designed and 
engineered specifically for conversion and 
remodeling use, according to the company. 

The baseboard, which may be used free 
standing or recessed, is slotted for quick, 
accurate installation and has the addi- 
tional feature of snap-on cover and trim. 


Two Fixtures to 
Be Added to Price 
Pfister's Prize 


Price Pfister Brass 
Manufacturing Co., Los 
Angeles, is adding its 
Premier Topmount and Crown Jewel 
faucets to the items previously announced. 
(Page 113, July; page 115, August.) 
The Premier Topmount is a ledge-type 
sink faucet with a cast brass body and 8- 
inch spout. The faucet has 8-inch centers 
and a hose and spray. 
The Crown Jewel is a chrome lavatory 


Panels are designed for either one or 
two tiers of fin tube heating element. Two 
tiers are used where heat losses are high 
or where wall space is limited. 

The panels are constructed of 20-gauge 
galvanized steel and come equipped with 
dampers. A package consists of units in 
3, 4, 5, 6 and 8-foot lengths. 

The suggested retail price is $250. 


faucet with pop-up drain. Its 4-inch 
centers allow zero to 1-inch adjustment. 

Both faucets have renewable stem as- 
sembly cartridges and seat shanks, and 
both are designed for 42-inch male pipe. 

These additions to the company’s prize, 
valued at $26.25, bring the total retail 
value to $95.95. 


Its baseboard radiation, $200 worth, is the 
Big Push prize being given by the Schem- 
enauer Manufacturing Corp., Holland, O. The 
element is made of seamless copper tube with 
aluminum fins. The fins of the element are 
serrated in somewhat the way a washboard is. 
This feature, the company says, presents about 
15 percent more heating surface. All end caps, 
corners, access door panels and joiners are de- 
signed for a snap fit; no screws are necessary. 
Lengths of 5, 6 and 8 feet make it possible to 
fit most room dimensions without cutting. 


Schemenauer’'s Prize Will Be 
$200 Worth of Baseboard 
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These Prizes Were Previously Announced 


1958 Motor Truck 


DomEsTIC ENGINEERING is contributing the 
first prize in the Big Push Contest, a 1958 
motor truck (make and model to be an- 
nounced in a future issue). 


Oil-Fired Boiler 

National-U. S. Radiator Corp., Johnstown, 
Pa., is contributing its new Sunray IV oil- 
fired boiler. (Page 91, June issue.) 


Complete Bathroom 


Universal-Rundle Corp., New Castle, Pa., 
is contributing a complete set of bathroom 
fixtures, including its new Uni-Dial lava- 
tory, complete with fittings. (Page 88, 
June issue.) 


Oil-Fired Boiler 


General-Republic Heating Products Co. 
(Repco Thrift-Master), Philadelphia, is 
awarding a fully assembled oil-fired, ver- 
tical-tube boiler complete with wiring. 
(Page 105, May issue.) 


Kitchen Sink, Faucet, Food Waste 
Disposer and Undersink Cabinet 
American Radiator & Standard Sanitary 
Corp., New York City, is contributing its 
Royal Hostess kitchen sink with single- 
lever mixing faucet and food waste dis- 
poser mounted in an undersink cabinet. 
(Page 113, May issue.) 


Gas-Fired, Forced-Air Furnace 

Bryant Manufacturing Co., Indianapolis, 
is giving a gas-fired, forced-air furnace. 
(Page 111, May issue.) 


Complete Bathroom 

Kohler Co., Kohler, Wis., is giving a group 
of three bathroom fixtures complete with 
fittings. (Page 111, July issue.) 


Baseboard Radiation 

Tuttle & Bailey, a division of the Allied 
Thermal Corp., New Britain, Conn., is 
contributing 90 lineal feet of baseboard 
heating panels with all accessories. (Page 
112, August issue.) 
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Complete Bathroom 
Ingersoll-Humphryes Division of Borg- 
Warner Corp., Mansfield, O., is contrib- 
uting a complete set of bathroom fixtures 
in color. (Page 108, May issue.) 


Baseboard Radiation 

Slant-Fin Radiator Corp., Richmond Hill, 
N. Y., is giving 100 linear feet of its new 
34-inch packaged baseboard radiation, in- 
cluding all accessories needed for installa- 
tion. (Page 91, June issue.) 


Complete Bathroom 

Eljer Division of The Murray Corp. of 
America, Pittsburgh, is giving a group of 
three bathroom fixtures complete with 
the necessary brass fittings. (Page 104, 
May issue.) 


Water System 


Tait Manufacturing Co., Dayton, O., is 
contributing a %4-hp Rapidayton Twin 
Champion water system with a 42-gallon 
vertical tank. (Page 89, June issue.) 


Concave Lavatory 


The Case Manufacturing Co. of Buffalo, 
N. Y., is giving its concave lavatory on a 
one-piece wrought iron stand. The lava- 
tory is available in 41 colors and black 
and white. (Page 115, July issue.) 


Oil-Fired Boiler 

Dunkirk Radiator Corp., Dunkirk, N.Y., 
is contributing an oil-fired boiler (less 
controls) for hot water heating systems. 
(Page 114, July issue.) 


Baseboard Radiation 

Romac Industries, Camden, N.J., is award- 
ing 64 feet of Suntemp baseboard radia- 
tion with accessories and a 40-inch Vec- 
temp unit, also baseboard radiation but 
intended for installation in limited space. 
(Page 112, July issue.) 


Prize list continued on page 116 














Contest Prizes ..... (continued) 


Assorted Heating Products 

Econo Products Co,, East Haddom, Conn,, 
ia giving a hot water circulator, a flow 
valve, three sone control valvea and a 
boiler protector, (Page 115, July iaaue,) 


Assorted Pipe Fittings 

Kuhna Brothers Co,, Dayton, O,, is award: 
ing a Big Push Contest winner §200 worth 
of assorted pipe fittings through the whole- 
saler of his cholee, (Page 108, May issue.) 


Water Heaeter 


Clayton & Lambert Manufacturing Co., 
Louisville, Ky., is contributing one of its 
30-gallon Alumilux gas water heaters. 
(Page 92, June issue.) 


Water Heater 


Pennsylvania Range Boiler Co., Philadel- 
phia, is giving its de luxe automatic Brad- 
ford Vitraglas water heater, in a 30-gallon 
size. (Page 90, June issue.) 


Water Heater and Display Signs 


The Crane Co., Chicago, is giving a 30- 
gallon glass-lined water heater and two 
clock-display signs. (Page 114, May issue, 
and page 90, June issue, respectively.) 


Shower Stall 


Fiat Metal Manufacturing Co., Franklin 
Park, IIl., is giving a shower cabinet with 
matching door. (Page 116, July issue.) 


Two Appliance Trucks 

Fairbanks Co., New York City, is donating 
two appliance trucks. (Page 112, May is- 
sue.) 


Two Bathtubs 


Plumbingware Manufacturing Co., Mid- 
dleville, Mich. is giving two of its 
Economy porcelain enamel bathtubs. 
(Page 114, July issue.) 


Two Closet Combinations and 
Lavatories 

Peerless Pottery, Inc., Evansville, Ind., is 
giving two close-coupled closet combina- 
tions and two 17 by 19-inch lavatories. 
(Page 106, May issue.) 


Shower Door 

The Keystone Shower Door Co,, South 
ampton, Pa,, ia giving a Key Model show 
er door, (Page 116, Auguat issue.) 


High-Pressure Oil Burner 
The Carlin Co, Wethersfield, Conn,, ts 
awarding a high-pressure, gunstype oil 


burner, Controla not ineluded, (Page 
104, May issue.) 


Tankless Water System 

Goulds Pumps, Ine., Seneca Falls, N. Y,, 
is giving a balaneed-flow tankless water 
system. (Page 109, May issue.) 


Assorted Vents and Adapter Units 
Maid-O’-Mist, Inc., Chicago, is contribut- 
ing an assortment of hot water heating 
and chilled water cooling system air vents 
and balancing valve adapter units. (Page 
107, May issue.) 


Tri-Level Stainless Steel Sink 
Carrollton Manufacturing Co., Carrollton, 
O., is giving its new tri-level stainless 
steel sink. (Page 105, May issue.) 


Six Pairs of Legs and Towel Bars 
Reed-Cromex Corp., Cleveland, is con- 
tributing six pairs of its Hex-Custom legs 
and towel bars. (Page 114, May issue.) 


Faucet, Shower Fixture and Sump Pump 
Milwaukee Faucets, Inc., Milwaukee, is 
giving an Adjusto shower fixture, a sink 
faucet fixture with spray attachment and 
a sump pump. (Page 113, August issue.) 


Portable Pump 


Barnes Manufacturing Co., Mansfield, O., 
is giving an electric close-coupled drive 
portable pump. (Page 110, July issue.) 


Sump Pump 


Penberthy Manufacturing Co., Detroit, is 
contributing its Mers-A-Matic sump pump, 
a permanent automatic, portable automat- 
ic and non-automatic model. (Page 114, 
August issue.) 


Prize list continued on page 118 
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Face-to-face with your Kewanee Man, you can explain 
exactly what you want to know. And he’s able to give 
your boiler problems his personal attention, because 
there are enough Kewanee representatives to let each 
man do his job right! Actually, over 300 trained 
Kewanee Men operate from a network of 69 offices in 
48 states—well able to regularly visit smaller towns as 
well as metropolitan centers. 


Your Kewanee Man, for example, keeps up-to-date 
your catalog of Kewanee’s complete line of fire-tube 
steel boilers to 651 h.p. These are the boilers with 
.. the boilers with 
an 89-year record of dependability, ease of maintenance 


famous ‘‘cruising speed’”’ operation . 


and low operating cost. AMERICAN-STANDARD, KEWANEE 
BOILER DIVISION, 101 Franklin Street, Kewanee, Illinois 
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Idealforlaundry, 
cannery, dairy 
or other small 
plant, the Ke- 
wanee Scottie Junior Package is available in six sizes for 
oil or gas .. . 18 to 65 h.p., 125-150 Ib. wp. 


. es ti 


American-Stanrdard 


KEWANEE BOILER DIVISION 


Quality protects your investment— 


American- Standard 


quality is available at no extra cost. 











Contest Prizes ..... (continued) 


Submersible Sump Pump 
Weil Pump Co., Chicago, is awarding a 


submersible sump pump. (Page 109, May 
issue.) 


Tweo Dozen Balicocks 


Rockford Brass Works, Rockford, IIL, is 
giving 24 of its Duck-Bill No-Tone ball- 
cocks. (Page 112, July issue.) 


A Dozen Globe and Gate Valves 

Hammond Brass Works, Hammond, Ind., 
is contributing a dozen No. 400 globe and 
602 gate valves. (Page 106, May issue.) 


Sewer Valve and Shock Absorber 
Josam Manufacturing Co., Michigan City, 
Ind., is giving a cast iron backwater sewer 
valve and a water hammer shock absorber. 
(Page 114, August issue.) 


Plumbing Brass Fittings 


Price Pfister Brass Manufacturing Co., 
Los Angeles, is giving its Dish Whiz fau- 
cet and a three-valve diverter with show- 
er head (page 113, July issue). Other 
prizes are two sink faucets, the Cascade 
and the Gem, which features a spray at- 
tachment. (Page 115, August issue.) 


Laundry Tray Tub 

Triangle Manufacturing Co., Detroit, is 
awarding its laundry tray pump designed 
to drain laundry trays installed below 
sewer level. (Page 115, August issue.) 


Horizontal Water Circulator 

H. A. Thrush Co., Peru, Ind., is giving a 
horizontal water circulator with inter- 
changeable flanges. (Page 89, June issue.) 


Shower Stall 


Spartan Shower Stall Co., Inc., Maspeth, 
N. Y., is giving a shower stall with a 
choice of receptors. (Page 110, May is- 
sue.) 


Shower Cabinet 


Cutler Metal Products Co., Camden, N. J., 
is awarding its Craft Champion shower 
cabinet, complete with adjustable shower 
head, self-draining soap dish, shower cur- 
tain and rings. (Page 113, August issue.) 


Oil Filters and Humidifiers 
General Filters, Inc., Novi, Mich., is con- 
tributing six fuel oil filters and two warm 


air furnace humidifiers. (Page 116, Au- 
gust issue.) 


Laundry Tub 

Wessels Co., Detroit, is contributing a 
Wesglas laundry tub, made of Fiberglas. 
It is mounted in a white enamel cabinet. 
(Page 113, May issue.) 


Cutting Oils and Specialties 


Sulflo, Inc., Elizabeth, N. J., is giving a 
package of cutting oils and assorted 
plumbing specialties. (Page 113, July is- 
sue.) 


Laundry Tray 

E. L. Mustee & Sons, Inc., Cleveland, is 
contributing its de luxe laundry tray that 
has a 20-gallon tub mounted in a steel 
cabinet. (Page 114, August issue.) 


Bubble Stream Shower Heads 
Wrightway Engineering Co., Chicago, is 
making a prize of a dozen de luxe aerating 
shower heads. (Page 116, July issue.) 


Complete Powder Room 

Sentry Sanitary Corp., Mannington, W. 
Va., is giving fixtures for a complete pow- 
der room — a closet combination and a 
lavatory. (Page 114, July issue.) 


Sump Pit Covers 


Zoeller Co., Louisville, Ky., is contribut- 
ing a set of six aluminum sump pit covers. 
(Page 112, July issue.) 


Closet Fioats 


Ayling & Reichert Co., Toledo, O., is giv- 
ing six dozen water closet floats, called the 
No-Sol. (Page 113, July issue.) 


Plumbing Brass Goods 


Sterling Faucet Co., Morgantown, W. Va., 
is awarding a three-valve diverter, a pop- 
up bathtub drain and a lavatory centerset. 
(Page 110, May issue.) 


Prize list continued on page 120 
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any 


you 
add 
it up 
AMERICAN SANITARY’S 


lin Ss is. com Dp | ete! Forty years ago, folks cooled off in a claw-foot bathtub 
... American Sanitary made the bath faucet and still does. Today it’s a plastic-lined swimming pool for 
the modern family—with swimming pool skimmer by American Sanitary. Year-in, year-out, American 
Sanitary keeps wholesalers stocked with a complete line of plumbers’ brass goods and fittings. . . solder 
fittings for copper . . . Con-X-All brass and steel fittings for plastic pipe .. . Di-Leco dielectric couplings 
and unions... Drain Air Gaps for automatic dishwashers . . . Flexi-Sply lavatory, sink and closet supplies. 


Five catalogs conveniently cover A.S. products—order from them by mail, wire or telephoning Abingdon 
162 or 172. Location in central U.S. means faster delivery. 


ehAsen be, ©) WE DISTRIBUTE THROUGH WHOLESALERS ONLY 


eon 
Over Forty Years Leadership In The Plumbing Industry | ©: iN Z MERICAN SANITARY 


MFG. CO., ABINGDON, ILLINOIS 


¥Oo OU’ RA € ALWAYS AHEAD AMERICAN SANITARY 
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Contest Prizes ..... (continued) 


A Dozen Cans of Swif Solder 

Hercules Chemical Co., Inc., New York 
City, is giving a dozen 1-pound cans of its 
new Swif Solder. (Page 105, May issue.) 


Faucet Aerators 

Melard Manufacturing Co., New York 
City, is giving a dozen male and female 
self-cleaning faucet aerators. (Page 112, 
May issue.) 


A Set of Wrenches 


Erie Tool Works, Erie, Pa., is contributing 
a set of five heavy-duty Pipemaster 
wrenches ranging from 6 to 24 inches. 
(Page 111, July issue.) 


Plumbers’ Special Packing 

The Flexrock Co., Philadelphia, is giving 
12 spools of its Plumbers’ Special Packing. 
(Page 116, July issue.) 


Tempering Valve 

Lawler Automatic Controls, Inc., Mount 
Vernon, N. Y., is giving a thermostatic 
tempering valve. (Page 107, May issue.) 


Pressure-Temperature Relief Valve 
McDonnell & Miller, Inc., Chicago, is giv- 
ing a combination pressure-temperature 


relief valve for hot water tanks. (Page 
109, May issue.) 


Air-Scoop 
Taco Heaters, Inc., Cranston, R. I., is con- 


tributing a chrome-plated air-scoop. 
(Page 113, May issue.) 


Exposed-Deck Faucet 

Michigan Brass Co., Grand Haven, Mich., 
is giving its de luxe 8-inch exposed-deck 
faucet with swinging, rounded spout. 
(Page 111, May issue.) END 


How wholesalers are taking part in the Big Push Contest 


“THanks for the opportunity to join in 
this wonderful program to help our 
plumbing and heating industry,” wrote 
M. J. Schmitz of the M Supply Co., Bay 
City, Mich. Mr. Schmitz’ thanks accom- 
panied his company’s contribution to co- 
sponsor the Big Push Contest. 

Wholesale houses like the M Supply Co. 
that are out for bigger business in remod- 
eling are recognizing the vital part the 
Big Push Contest has in their own promo- 
tion, and they’re playing the Contest up 
big to their contractor-customers. 


These wholesalers have already signed 
up as co-sponsors of the Big Push Con- 
test: 


American Plumbers Supply Co. 
Toledo, O. 


Busser Supply Co. 
Lewisburg, Pa. 


Dolan Supply Co. 
Troy, N. Y. 


Foster Supply Co., Inc. 
Pensacola, Fla. 


Wholesalers are giving additional sup- 
port with remodeling sales meetings and 
merchandising tips for their customers al- 
ready entered in the Contest. 

To become a co-sponsor, wholesalers 
may make contributions of between $10 
and $25. These will be combined into cer- 
tificates that the winners may redeem in 
merchandise at their wholesaler’s. 

Show your customers you’re behind 
this industry-wide effort by sending your 
company’s contribution to the Contest 
Editor, 1801 Prairie Ave., Chicago 16. 


J. J. Koepsell Co. 
Sheboygan, Wis. 


M Supply Co. 
Bay City, Mich. 


Moran Supply Co. 
Chicago, IIl. 


Plumbers’ Supply Co., Inc. 
Louisville, Ky. 


Reeves-Wiedeman Co. 
Kansas City, Mo. 


> 
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John Carroll University specifies 


Youngstown Steel Pipe for 
new Campus Service Building 


This attractive new Service Building, parts of which are now under 
construction on the campus of Cleveland’s John Carroll University, will 
contain a Gymnasium, Transportation Hall, Student Activities Center 
and a Student Dining Hall. To coordinate all the structure’s physical 
functions, the University and its architect specified Youngstown Steel 
Pipe for its dependability and long life. 


Youngstown Steel Pipe is made of only the highest quality steel by 
steelmen with over 56 years of pipemaking experience. All of Youngs- 
town’s fully integrated operations—from iron ore mining to finish pipe 
threading—are rigidly quality-controlled to provide the best steel pipe 
available anywhere. Why not make Youngstown your continuing speci- 
fication for long life and trouble-free installations? 


For additional information or service, call your local Youngstown 
distributor—or contact our nearest District Sales Office, today. 


THE YOUNGSTOWN SHEET AND TUBE COMPANY 


John Carroll University Service Building Manufacturers of Carbon, Alloy and Yoloy Steel 
Architect: Small, Smith, Reeb and Draz, Cleveland General Offices - Youngstown 1, Ohio 


General Contractor: Roediger Construction Inc., Cleveland District Sales Offices in Principal Cities 
Plumbing & Heating Contractor: 
The Gorman-Lavelle Plumbing & Heating Co., Cleveland 


Distributor: Grinnell Company, Cleveland 





, 
CARL CUE” eety 


3a549 














Specify Youngstown and secure these 
7 Points of uniform goodness 


uniform ductility uniform wall thick- 
uniform lengths ness and size 
uniform threading uniform strength 
uniform weldability and toughness 
uniform roundness and straightness 
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THE BIG NEWS — 
A new way to sell kitchens and 
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YOUNGSTOWN KITCHENS 
“by-the-yard”’ sales plan 
helps you sell more units! 


Customers buy complete kitchens... 
and units to fit their wall-measure! 


NATIONAL ADVERTISING SETS THE 
THEME... Full color ads in leading magazines 
sell the new “By-The-Yard” kitchen... stress 
economy of new “Add-a-Unit” plan...make 
every. homemaker a prospective customer! 


TIE-IN WITH PROMOTION, DISPLAYS 
..-really sell kitchens! Stock, Feature, Display 
the Youngstown Kitchens beautiful decorator- 
planned colors. Ask customers to measure 
kitchen walls...suggest the ideal size sink and 
cabinets to fit their footage and budget. Sell one 
unit today...matching units tomorrow. It’s the 
ideal way to “trade-up”’! 


FREE store display material available 
to Youngstown Kitchens Dealers. 


Ask your Youngstown Kitchens distributor 
about it today. 





NOW YOUNGSTOWN KITCHENS DEALERS 
CAN OFFER CUSTOMERS 

NEW EASY CREDIT PLAN: 

Check your Distributor for full information on new a.b.c. 


plan that enables you to offer any Youngstown Kitchens 
unit for No Money Down ...36 months to pay! 





A YOUNGSTOWN KITCHEN ... SELL THE BASIC 
_..THE HAPPIEST ROOM IN THE HOUSE! YOUNGSTOWN KITCHENS UNIT 





DIVISION OF AMERICAN-Standard 


WARREN, OHIO 











Quality Protects Your Investment — American-S$tandard Quality Is Available At No Extra Cost 
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FROM YOUNGSTOWN KITCHENS 


make ize profits “by-the-yard”! 
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... SELL THE DISHWASHER ... SELL ADDITIONAL CABINETS 
AND CABINETS TO MATCH AND COOKING CENTERS 





YOUNGSTOWN KITCHENS, Dealer Dept. E-9, Warren, Ohio 








| Please send me complete details on how I can become a | 
Franchised Youngstown Kitchens Dealer 
For complete details see your Youngstown NAME 
Kitchens Distributor or mail this coupon today: | STORE N aun 7, Rae ‘. a 
| ADDRESS - | 
| CITY: STATE | 
oquecieneunaee cmp asnane ane Gus enh din dtinememneiien exe enn emenibanh en ' 
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TWO NEW “EXTRA VALUES” 


ADDED TO THIS TIME-AND-MONEY SAVING PACKAGE BOILER 


+ $3 
2 (aoe 





sy 





It’s a proved fact that it costs less to install 
this Weil-McLain “‘package’”’ boiler than to 
assemble one on the job. The saving in time 
more than makes up for the difference in 
boiler price. 

The Weil-McLain P-OB offers not only a 
complete package, but a unit packed with 
extra values! From silent circulator to high- 
efficiency oil burner, all equipment is of the 
finest. In design, back-and-forth fire travel 
and rapid vertical water travel assure maxi- 
mum heat transfer from fire to boiler water. 

Like all Weil-McLain boilers, the P-OB 
is built of corrosion-resistant cast iron— 
ASME constructed and I-B-R rated. 


NEW DESIGN SEAL STRIP 


This exclusive Weil-McLain feature assures a 
gas-tight boiler without face-grinding the sec- 
tions—the tough outer skin of cast iron is left 
intact for greater resistance to corrosion. Fire- 
proof asbestos rope inserted in a grooved strip 
in the sections permits ample expansion and 
contraction while maintaining the seal. The rope 
will not deteriorate and will last the life of the 
boiler. 


1-W-H RATED TANKLESS WATER HEATER 


The efficient design of this optional fin-tube 
tankless water heater assures fast heat transfer 
and recovery —provides a year ’round supply of 
low-cost hot faucet water. Storage type heaters 
are also available. 


Send for descriptive literature. 


WEIL: Mc LAIN 


BOILERS: RADIATORS 


(A AA Af a me 
4 Ps 


WEIL- McLAIN 


OIL-FIRED PACKAGE BOILER 


For hot water systems. Capacities 
79,000 and 101,000 BTU/hr. 


ove 
prov + 
cludin 


WEIL-McLAIN COMPANY 


MICHIGAN CITY, INDIANA 


Address literature requests to Dept. A-97 
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TURNING 
POWER 


For threading, cutting, hoisting, cranking, 
pulling, winching and dozens more! 


—— 


= 9 
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The TOLEDO No. 68 teams up with 
@ geored threader to make short 
work of a tough threading job. 
Versatile square socket adaptor 
snaps on easily, quickly. 


Qa 
~~ Et 
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Y ff | ~~ - 
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The No. 68 turns a geared winch. 
Ideal for heavy doors, heavy equip- 


The powerful TOLEDO 
No. 68 is only 6 
wide and 32” long 
Weighs only 33 Ibs 


® ¥y ™ 
a 
This handy, light 
weight ‘adaptor snaps 


ment, pulling and positioning. Saves 
time and effort wherever you go. 
Carry it everywhere! 





Air motor available 
on in a jiffy. Square 


socket adaptor adds 


extra versatility 


Just pull the pawl 
and snap on the die 
stock and you re 


ready to thread 


The No. 68 powers a tapping ma- 
chine. A %4" service connection is 
drilled and tapped in only 3 min- 
utes! The No. 68isareal worksaver, 


Tr 


A 
BUILDERS OF THE WORLD'S FINEST PIPE TOOLS 


TOLEDO 


PIPE THREADERS + PIPE WRENCHES + PIPE MACHINES 


This square socket adaptor puts real 
turning power on the spot. . . opening 
and closing valves . . . operating hoists 
and winches . . . operating tapping 
machines ... turning earth augers... 
pulling wire through long conduits 
... bending pipe . . . and you'll find 
many, many more when you put a 
‘TOLEDO No. 68 to work for you! 
See your nearby TOLEDO distribu- 
tor today! 

THE TOLEDO PIPE THREADING MACHINE CO., TOLEDO 4, OHIO 
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New Products 





(Continued from page 78) 


Globe and Angle Valves 

A series of plug-type globe and 
angle valves with hardened stain- 
less steel seats and discs has been 


Ohio Brass. The 


introduced by 


valves are designed for industrial 
applications and are available for 
150 and 200 lb working steam pres- 
sures. They are also designed for 


use where frequent operation 


causes excessive wear or where 


affects 
surfaces. They are engineered for 


corrosive service closure 
close throttling of steam, water, oil, 
Eight available, 
from 4 through 2 in. All sizes fea- 
ture a union bonnet to provide ad- 
ditional streng h at the centerpiece 
joint. The 
aluminum alloy; other parts are of 
Seat and disc 


or air. sizes are 


handwheel is made of 
bronze alloy or brass 
are renewable. 
Manufacturer: Ohio Brass 
360 N. Main St., Mansfield, O. 


Co., 


Portable Hydraulic Pump 

A portable hydraulic pump for 
use on jobs in which two-speed, 
fast-approach operation is needed 
has been announced by Greenlee 
Tool. The unit is driven by a %4-hp 
electric motor and is engineered to 
handle a variety of applications, 
including the company’s benders 
for pipe and conduit. During opera- 
tion, the pump automatically 
changes to high-pressure as the 
ram load increases. Capable of 
working at a continuous pressure 
of 6000 psi, the pump can develop 
up to 10,000 psi intermittent pres- 
sure. Three-position control (ad- 
vance, neutral and return) is pro- 
vided, with neutral holding the ram 


pressure and position while the 
motor is running. All models are 
also provided with a four-way valve 
for two-direction action, supplying 
both hydraulic advance and return 


American-Standard Unveils Compact Gas-Fired Boiler 


A compact gas-fired boiler for 
residential applications has been 
developed by American-Standard. 
The unit stands 33% in. high and 
is available in five sizes, consisting 
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three to cast iron 
sections. All five models are pack- 
azed units with the circulator, con- 
trols, piping and accessories all 
installed and prewired at the fac- 
Additional sizes consisting of 
from three to eleven sections are 
available non-packaged. Water 
heaters for use with these boilers 
fit into an off-center 5-in. nipple 
port at the top of the boiler sections. 
Input capacities of the boilers range 
from 60,000 to 300,000 Btu/hr;: out- 
puts range from 48,000 to 240,000 
Btu/hr. Other features include one- 
piece burners, “off-the-floor” jac- 
kets and a shield for use when the 
boiler is to be installed on com- 
bustible flooring. 

Manufacturer: American Radia- 
tor & Standard Sanitary Corp., 
Plumbing and Heating Div., 40 W. 
40th St., New York City 18. 


of from seven 


tory. 


of the ram. The unit is also avail- 
able with a built-in 4-cycle gasoline 
engine. 

Manufacturer: Greenlee Tool Co., 
2001 Twelfth St., Rockford, III. 


Sump Pump 

A submersible sump pump that 
operates from a remote switch has 
been added to its line by Piqua Ma- 


J 


chine & Mfg. The switch is mounted 
on the discharge pipe above the 
pump and clear of the water area. 
The location is designed to 
timplify installation, adjusting and 
servicing. 

Manufacturer: Piqua Machine & 
Manufacturing Co., Piqua, O. 


new 


Electric Water Heater 

An automatic electric water heat- 
er designed for under-counter or 
free-standing installations has been 
announced by John Wood. The unit 
has a capacity of 30 gal. and will fit 
into areas measuring 20% by 20% 
in. Water connections are located in 


| 


| 
| 








~ 


i A 


the top of the unit and are accessi- 
ble from either side to simplify in- 
stallation. The galvanized tank is 
equipped with a three-section mag- 
nesium anode mounted through the 
front. The water heater also fea- 
tures a_ bi-metal  surface-type 
thermostat. 

Manufacturer: John Wood Co., 
100 Washington, Conshohocken, Pa. 


(Please turn to page 130) 
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SWING REMODELING 
SALES YOUR WAY 
WITH RICHMOND’S 


CARNIVAL OF COLOR 


RICHMOND 


THE FASTEST GROWING NAME 
IN PLUMBING FIXTURES 


Whether you aim at the building, 
remodeling or replacement market—or all 
three—sales come easier with the ultimate 
quality, the extra luxury of Richmond color. 


To you and your customers Richmond 
Plumbing Fixtures mean an almost limitless 
selection of models and sizes, each 

available in Richmond’s seven non-fading 
colors, including new Daffodil Yellow 

plus exclusive “Whiter-White.’’* 


Richmond, too, means lifetime homeowner 
satisfaction based on sound modern 
styling, superb finish and dependable 
performance. 


“Carnival of Color” merchandising aids are 
available to you. Consult your 
wholesaler or write us. 


*Mellow Red in Vitreous China only. 


@ RICHMOND rivmsinc rixrures 


Division of Rheem Monufacturing Company. 16 Pear! Street, Metuchen, N J 





Richmond Creates the Finest Bathroom and 
Kitchen Plumbing Fixtures, Heating*Cooling Equipment 


Other Rheem Products: WATER HEATERS + WATER SOFTENERS + WEDGEWCOD GAS RANGES AND CLOTHES DRYERS + STEEL CONTAINERS 
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Which plastic pipe 
-and why! 


Important reading for all concerned with getting water from one place to another. 








Why no picture in this 


We could have put some pipe in this ad but it wouldn’t have meant any- 
thing. Reason: because almost all flexible plastic pipe looks alike. Yet 
you know yourself that looks can be mighty deceiving and jobs that go 
wrong can be mighty expensive. Just be sure that the pipe you use is 
made by a reputable manufacturer who has real experience in the field. 


ad? 








There are dozens of brands of flexible plastic 
pipe on the market— good, bad and indifferent. 
Inferior pipe, often “bargain priced,” can cost 
you plenty in replacement and repair costs — 
and in good will lost. Read the facts below 
about Supplex — and bear them in mind next 
time you’re in the market. 


WHO makes it? Supplex pipe combines the 
experience and integrity of two of the industry’s 
greatest names: American Hard Rubber Company, 
founded in 1852, is noted for plastic piping made to 
the strictest requirements of precision industries — 
and the Supplex Company division adds advanced 
techniques in production and quality control. 


WHAT about use for drinking water? 


Supplex Plastic Pipe bearing the NSF Seal is certi- 


fied safe for drinking water by National San- 
itation Foundation, Ann Arbor, Michigan. 


Supplex Pl 


\ ade 
Supplex Company, Division of American Hard Rubber Company, fal. Mates 
985 Broadway, New York 13, N. Y. _ POLY: 


WHERE dol it’? For wells and farm water 
systems. For construction job water lines, industrial 
piping, mine drainage systems. For lawn and golf 
course sprinklers...recirculating water lines in 
air-conditioning. 


HOW does Six diameters — each in 
two different lengths. Uniquely packaged to prevent 
damage in transit. And remember: American Hard 
Rubber Company also makes 8 other types of 
plastic pipe! 
WHICH ’ Complete line 
— made of high. impact virgin stabbed NSF 
approved. All stainless steel clamps. Screwdriver and 
jackknife are the only tools you need. 

WHEN don’t We do not recommend 
Supplex Plastic Pipe for use with temperatures 
higher than 125° F. nor jet wells deeper than 125 ft. 
Make American Hard Rubber your one source of 
supply for all types of plastic pipe — the right pipe 
for the job. 


astic Pipe 


THYLENE 
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WELL-MADE SPUDS 
WON’T WORK LOOSE 


i WILMA 
eee FE VE 4 ra personifies the “living 


interior” of Well-Made 
Tanks. 


‘ » . She'll give you the inside 
Wilma’s right . . . The HEAD SPUDS in story every time! 
WELL-MADE Tanks are embossed in the head 
during fabrication. 

The SHELL SPUDS are formed to the tank’s 
contour and completely submerged arc welded. 





BE SrA apm 





They are not inserted clinch type forged spuds 
not hand tacked spuds 
not dependent on coating for 
a tight seal 
WELL-MADE Spuds protect against leakers 77 
and won’t work loose . . . ever! 


Mera Coating Corporation 
1215 West 37th St. Chicago 9, Illinois 


Compare these 


— MADE EXCLUSIVES 


RIGID WELD SHELL SPUDS—Won’t work loose. 
EXTRUDED HEAD SPUDS—Protect against leakers. 


HEAD & BOTTOM OFFSET—Inserted under 
pressure, locked in, submerged arc welded. 


PRESSURE GAUGE TAPPING-—for easy—speedy 
—inexpensive hook-up. 


MID-POINT AIR VOLUME CONTROL TAPPING 


—for more water—fewer pump starts. 


1%” REINFORCED SAFETY BAND—Protection 
against corrosion. 


| “HI-SPEC” GALVANIZED INSIDE & OUTSIDE 
Insures maximum zinc thickness. 


MANUFACTURED IN UNIVERSAL SERIES— 
Adaptable for all installations. 


UNCONDITIONALLY GUARANTEED 


a ee oon Geen mem. & 2 
WELL-MADE SAFETY BAND 
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New Products 





(Continued. from page 126) 

Gas-Fired Furnace 

A gas-fired furnace that can be 
ceiling-suspended or installed in 
crawl spaces has been announced 
by Thatcher Furnace. When placed 
in attics or crawl] spaces, the hori- 
zontal unit requires only short duct 
runs, simplifying installation. It is 
available in four models, all of which 
are factory assembled. Other fea- 
tures all-welded steel 
heat exchanger, centrifugal blower, 
self-lubricated bearings, an adjust- 
able speed control and cast iron 


include an 


drilled port burner. Input capaci- 
range from 80,000 to 140,000 
Btu/hr. Dimensions vary from 51 
by 22 by 16 to 56 by 26 by 18 in. 

Manufacturer: Thatcher Furnace 
Co., Center St., Garwood, N. J. 


ties 


A-C Control Panels 
White-Rodgers has added a series 

of air conditioning master control 

panels to its line of cooling controls. 


The panels are available in single 
and two-piece types. Single panels, 
for use on packaged cooling units 
and those with water-cooled con- 
densing units, have both evaporat- 
ing sequences and condenser sec- 
tions in one enclosure. These panels 
can be obtained with or without 
integrally mounted high and low 
side pressure controls. The two- 
piece panels are designed for sys- 
tems having remote air-cooled con- 
densing units. Choice of relays and 
pressure controls is much the same 
as in the single panels. When used 


Kelvinator Offers '58 Models of Washers and Dryers 


Kelvinator has announced a line 
of six automatic clothes washers 
and four dryers for 1958. The dryers 
can be operated by electricity or 
gas. They feature square-corner 
construction and uniform widths of 
27 in. to provide a built-in appear- 
ance for matched pairs. Pairs in- 
stalled side by side occupy 4% ft of 
floor space. All models have 
counter-top heights of 36 in. and 
may be installed flush to the wall. 
Other features of the washers in- 
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clude a control to pre-scrub clothes 
for 60 sec. before washing begins, 
an automatic lint filter, three wash 
temperatures, two wash and spin 
speeds and two rinse temperatures. 
Features of the dryers include con- 
trols to provide a 5-min. cooling- 
off period, a light that glows when 
the heating unit is off and an in- 
terior light. 

Manufacturer: Kelvinator 
American Motors Corp., 
Plymouth Rd., Detroit 32. 


Div., 
14250 


with the company’s thermostat and 
pushbutton sub-bases, the panels 
provide a complete control system 
for cooling, heating and cooling- 
heating combinations. 
Manufacturer: White-Rodgers 
Co., 1209 Cass Ave., St. Louis 6. 


Hot Water Boiler Series 

A series of factory-assembled 
boilers for use on hot water heating 
systems has been announced by 
Spi-Rol-Fin. The units feature mo- 
torized shut-off valves to provide 
positive zone control. They are 
available in capacities from 100,000 


to 200,000 Btu/hr in oil or gas-fired 
models. Other features include ex- 
tended surfaces in the fire-box and 
flue gas passages as well as on the 
copper tankless water heating coil. 

Manufacturer: Made for Spi-Rol- 
Fin Corp., 133 Greenwood Ave., 
Pequannock, N. J., by the Edwards 
Engineering Corp., 101 Alexander 
Ave., Pompton Plains, N. J. 


Formed Steel Bathtubs 

A line of formed steel bathtubs 
to which two steel legs have been 
added to provide a free-standing 
effect has been introduced by El- 
jer. Shims can be placed below the 
legs to insure a level installation. 
Three bearing surfaces permit rap- 


id positioning of tubs. 
anchor the tub to 
added rigidity. 
Manufacturer: Eljer Div., The 
Murray Corp. of America, 3 Gate- 
way Center, Pittsburgh 22. 
(Please turn to page 136) 


Wall clips 
studding for 
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The wraps are off! Here’s another great Honeywell thermostat 


New Day-Nite Round 


with automatic morning pickup! 


New features, new beauty give Day-Nite Round new 
homeowner appeal, make it easier to sell. 


Show your customers the smart way to new com- 
fort, convenience, economy! Set at bedtime when 
heat is turned back, new Day-Nite Round auto- 
matically turns up heat to normal morning com- 
fort level before household awakes. Saves fuel, 
too: greater efficiency and greater sensitivity. 
The outer ring comes off for easy painting 
to match or blend with any wall—an unusual 
decorator feature. 


Outer ring comes off for decorating 


It’s easy to paint 


~® 


@Fasy to use e Winds up at 
the dial and sets like an alarm 
clock e New, easy backplate 
mounting saves time. 


@ Dust-free mercury switch 
gives fast, positive action 
e Adjustable heater to 
match any primary @ Hon 
eywell Time Modulation 
feature assures better heat 
ing plant performance 


Honeywell 
Hy Fiat we Coutiols 





Golden Circle, for heating, 
cooling. Works with out- 
door thermostat for Elec- 
tronic Moduflow* comfort 


ways of comfort... these 


Honeywell Thermostats 


Year-Round Thermostat 
controls heating and cool 


ing; choice of eight 


The new Honeywell T832 Day-Nite Round, ent subbases 
shown above, 1s the kind of thermostat heating : i 
men like to sell because it’s low in cost and loaded 
with sales features. At bedtime, for example, 
homeowners set it for cool sleeping comfort 
Then, before they awake, it turns up the heat 
so the house 1s toasty warm when they get up 
It’s a real fuel saver for working couples, too 
They set temperature low when leaving the 
house and the T832 automatically turns up the 
heat before they return home in the evening 





‘ Electric Clock Thermostat* 

And everyone loves the famous Round decorator a turns heating or cooling up 

feature: outer ring snaps off for painting ” : or down automatically —at 
iZ any desired times 


Remem b er it's good | usiness l0 ¢ fe r the m ple te line 


Honeywell 
Honeywell Round, world's 
largest-selling thermostat 


for heating. Accurate as a 


* Trademark ae och 
watc 





PLUMBING, HEATING CONTRACTORS! 
There's a lot of useless back-breaking dig- 
ging involved in uncovering new con- 
struction business ... unless you have 
someone breaking ground for you .. . 


” Sl. 2 


We help do your spadework 
for finding business 


Trying to uncover new construction business by looking everywhere is the costly way 
to get the jobs you want. The best, most economical method is to let Dodge Reports 
pin-point exactly the kind of construction activity you're looking for right in the 
area you serve. If you'd like to see how this timely, accurate daily report service 
can get you more and better business, just read, then mail this coupon today. 


TO: DODGE REPORTS, DEPT. 87, 119 WEST 40th STREET, NEW YORK 18, N. Y. 

Yes! I’d like to see how to get more business by knowing in advance who’s going to 
build, what, when, where. 

I want to know whom to contact and when to submit bids. 

I'd like to see some Dodge Reports, and I'd like a copy of your booklet that tells 
how to use this accurate, daily, up-to-the-minute construction news service. 


I understand that I can pick just the area in the 37 Eastern States and the type of 
construction activity that interests me. Also, that I won’t have to wade through mounds 
of data to find the information I need. 


I'm interested in General Building [_] House Construction [1] Engineering (Heavy Construction) 


in the Following Area: ———___ 


\\iplry 
ee 


“2 
ADDRESS : 


Dodge Reports 
For Timed Selling to the Construction Industry 
ww 


4f \ 
fray |yrr 
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at the work 
you save 


THE OLD-FASHIONED WAY THE MODERN ROLL-O-TUBE WAY 


TODAY —when laying a line of copper water 
tube—plumbers have a choice: 


They can still use the old-fashioned method 
which involves struggling with an awkward, 
hard-to-handle tangle of tube, or they can use 
handy, compact Wolverine Roll-O-Tube®— 
and quickly reel off tube in a straight line, 
free from bothersome kinks. 


Because the Roll-O-Tube carton is round and 
rolls, it serves as a reel. All the plumber does 
is hold the tube at one end and roll the carton back. It’s fast and effi- 
cient because Roll-O-Tube saves lifting, lugging and tangling troubles. 


Every Roll-O-Tube carton features still other work-saving features. A con- 
venient center hole, for example, makes carrying easy. Content identifica- 
tion is simplified with large, easy-to-read print. A gummed tape around the 
carton’s outer edge makes opening easy. Because the carton is not damaged 
when opening, it serves as a perfect storage spot—protects unused tube 
against damage and dirt. 


When combined, these Roll-O-Tube features mean a great deal less work 
for you. Ask for Roll-O-Tube by name each time you purchase copper 
water tube. In addition to the industry's most modern carton you also 
receive top quality Wolverine copper tube—consistent in temper, easy to 
bend, completely dependable all the time. Remember—next time ask 
your wholesaler for Roll-O-Tube—you'll like it! 


BUY FROM YOUR WHOLESALER 


CALUMET @ HECLA, Inc 


CALUMET DIVISION " v ° = ; 1 E = 
—_!| 

WOLVERINE TUBE DIVISION 

FOREST INDUSTRIES DIVISION Division of Calumet & Hecia, inc. 





CALUMET @ HECLA 

OF CANADA LIMITED 

CANADA VULCANIZER AND 
EQUIPMENT COMPANY LIMITED 


1403 CENTRAL AVE., DETROIT 9, MICH, 


PLANTS IN DETROIT, MICHIGAN, AND DECATUR, ALABAMA, 


IPA ITIE 
SALES OFFICES IN PRINC L CITIES EASY- TO OPEN . 


EXPORT DEPT., 13 E. 40TH ST.. NEW YORK 16, N.Y. 6708 
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©) 
YOUR DAVIS DEALER IS REALLY DEALIN 


_seenim NOW!!! 


WOULD GUESS THIS DAVIS RIG 
HIGHER THAN IT ACTUALLY IS... 


...after you compare what you get! 


When you compare all the features of the Davis Loader- 
Backhoe with all the others, you would just naturally think 
it would cost more. 
The truth is, it actually costs less than most other 
makes. And now is the time to see your Davis 
Dealer for a deal! 
The Davis Loader-Backhoe does have more to offer that will 
save you time and make you more money. Visibility is just 
one. The loader has strength built in so no braces mar your 
vision. You sit high on the backhoe so you can see exactly 
where you're digging and the seat moves with the boom to 
let you always face your work. 
Consider utility, maneuverability, strength, quick detach- 
ability, quality construction and power (with 7,000 to 10,000 
pounds of breakaway vn the backhoes) you will come up with 
the same answer that thousands of backhoe and loader users 
have, “Davis is the best buy, bar none.” Better get in to see 
that Davis Dealer today! 
Davis Loaders and Backhoes are available for all popular models of 


International, Ford, Fordson Major, Ferguson, Case, Massey-Harris, 
Allis-Chalmers, Oliver, John Deere, and Minneapolis-Moline Tractors 
...and look what it does! SOLD AND SERVICED EVERYWHERE BY BETTER DEALERS 
Only the Davis 210 Backhoe can dig a— 
flush alongside of a building like this. | = 
it has three interchangeable digging 
positions —from either end of from 
the center of the frame. It utilizes an 


exclusive rotary hydraulic boom swing MASSEY-HARRIS-FERGUSON, Inc. 


— ope provides 200° continuous 1 N D U 4 T R I A L D | Vv | s l '@) N 
operating ore. 1009 SOUTH WEST ST. DEPT. DE, WICHITA 15, KANSAS 


For the name of your nearest dealers call Western 
Union by number and ask for Operator 25 
or write direct. Please specify make of tractor 
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New Products 





(Continued from page 130) 
Oil Burners 
Three oil burners for residential, 
institutional and small commercial 
installations have been introduced 


by Carlin. The three models have 
respective firing ranges of 3.00 to 
4.50 gph, 3.50 to 7.00 gph (illus- 
trated) and 3.50 to 6.50 gph. The 
first two models feature a shell head 
style; the third, the firm’s standard 
combustion head. All models burn 
No. 2 oil. 
Manufacturer: The 
Wethersfield, Conn. 


Carlin Co., 


Prefabricated Ductwork 
A line of die-cut duct, pipe and 
fittings for use on residential heat- 


ing or cooling systems has been an- 
nounced by Williamson. Construc- 
tion of the units minimizes air tur- 
kulence and leakage through joints 


of ducts and fittings in the distri- 
bution system. 

Manufacturer: The Williamson 
Co., 3500 Madison Rd., Cincinnati, O. 


Double-Wall Vent Pipe 

A line of galvanized iron, double- 
wall gas vent pipe in large sizes has 
been introduced by Dura-Vent. 
The line consists of four sizes of air 
insulated round pipe and fittings 
with 7, 8, 10 and 12-in. inside di- 
ameters. The outer wall is of one- 
piece construction. Both male and 
female joints are specially designed 


and are die-formed to insure the 
proper fit. Joints between sections 
are connected with screws. 

Manufacturer: Dura-Vent Corp., 
2525 El Camino Rd., Redwood City, 
Calif. 


Carriers, Closet Fittings 
Josam Mfg. has announced a line 
of carriers and fittings for 
use on wall-hung fixtures. The car- 
rier is adjustable to permit its use 
on all wall-hung water closets and 
women’s urinals. Other features of 
the carriers include improved can- 


closet 


Wing Introduces Weatherproof Roof Ventilator 


A power roof ventilator with an 
airfoil-type fan mounted in a 
weatherproof casing has been an- 
nounced by L. J. Wing. Covering 
the fan are aluminum dampers that 
are opened immediately by the air 
stream and held open as long as the 
fan is operating. An upper casing, 
open at the top, surrounds the 
dampers. The open construction 
carries jets of air above the roof, 
preventing vitiated air from re- 
entering the building. Two types of 
roof ventilators are available. One 
exhausts corrosive or fume-laden 
air and features a motor located out 
of the air stream. The second type 
is designed for exhausting uncon- 
taminated air. The motor on this 
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model is located in the air stream 
and connected directly to the fan 
wheel. 

Manufacturer: L. J. Wing Mfg. 
Co., Vreeland Mills Rd. & Fernwood 
Terrace, Linden, N. J. 


tilever balance and a more flexible 
structural design, permitting the 
carrier to be independent of the 
fitting. This enables the carrier to 
be placed at any distance from the 
fitting, providing maximum utili- 
zation of space. The design of the 


closet fittings provides a more direct 
flow toward the main branch. Other 
features include a reversible foot, 
universal closet connection assem- 
bly, adjustable reversible face plate 
and a common vent for double fit- 
tings or back to back installations. 

Manufacturer: Josam Mfg. Co., 
Michigan City, Ind. 


Summer Air Conditioner 

A free-standing hermetically 
sealed summer air conditioning unit 
for commercial and _ institutional 
applications has been announced by 
Stewart-Warner. The unit has a 


sae 


cooling capacity of 65,000 Btu/hr 
and can be fitted with additional 


four-way adjustable louver de- 
flectors to produce the desired air 
distribution pattern. The 5-hp unit 
occupies 36 by 22 in. of floor space 
and is water-cooled. A factory-in- 
stalled water valve bellows is con- 
nected to the high pressure side of 
the refrigeration system for actuat- 
ing a water control valve. Other 
features include twin multi-blade 
fans and lifetime lubrication. 

Manufacturer: Stewart-Warner 
Corp., Heating and Air Condition- 
ing Div., 320 N. “C” St., Lebanon, 
Ind. 


(Please turn to page 142) 
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MUELLER 
H-9300 Regulator 


An installation for any size line! 


Steady pressures on any size line are possible 
with Mueller H-9300 Regulators. The H-9300 is 
available in pipe sizes from 14” through 214” 
and is specifically designed to handle maximum 
normal flow requirements of pipe of equal size. 
If the pipe is large enough, an H-9300 of the 
same size is large enough. 

For lines over 214” or large lines where vol- 
ume of flow varies considerably, two or more 
H-9300’s may be used. In fact, several smaller 
regulators are usually more efficient than a 
single large regulator. Here’s why: 

Each of the smaller regulators is set at a 
slightly different delivery pressure. As the vol- 


ume of flow required increases, each regulator 
operates in sequence until all are flowing pipe 
capacity. This means that the separate valves 
open quicker, wider—without noise and chatter 
or wire-draw effect on the seat. Result? 
Smoother, longer, quicker, more efficient service 
with the smaller regulators! 

Consult the handy chart below for determin- 
ing the number of smaller regulators which 
equal a single large regulator. And don’t forget 
to see your plumbing wholesaler for the com- 
plete story on the H-9300 before you make your 
next regulator installation. Ask him for your 
copy of Catalog W-96A or write direct. 


1. Find the factor for the large size regulator you need in this chart 


HERE’S HOW TO FIND 


REG. SIZE | ¥o”|] %’] I’ 1K" | 1%" 


2"| 2%"| 3"| 4 64 8” 





THE NUMBER AND SIZE OF H-9300 __ FACTOR 


| 10 | 16 | 25 | 41 | 55 | 84] 115 [165 | 265 | 530 | 880 


Factors through 2” are based on maximum velocity as used in general practice. For 
3” and larger, factors are for determining regulator combinations only 


REGULATORS EQUAL TO ONE 
LARGER REGULATOR: 


2. Now simply add any combination of smaller factors together to total this larger 
factor. 


MUELLER CO. 
DECATUR. ILL. 


Factories at. Decatur, Chattanoogs, Los Angeles, 
in Canada. Musiier, Limited, Sarnia, Oatarie 


Since 1857 


Three Delivery Pressure Ranges: 


5 to 28 p.s.i. 25 to 84 p.s.i. 
50 to 125 p.s.i 
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“Solo-trol” is the only Single 

Control Faucet made and 

guaranteed by a Company with 

over 50 years experience in 
manufacturing Plumbing Brass Goods. 


A PRODUCT OF 


Sterling Faucet 


MORGANTOWN e W. VA. 


Sold through wholesalers only 





Sterling 
Faucet’s 


Solo-tro] 
Sink Faucet 


See Sterling's new Colorful 
Concept in Kitchen Sink Faucets. 
The combination of rich gold 
anodized aluminum and lustrous, 
gleaming chrome adds a 
glamorous touch to both old and 
new kitchens ... and once you 
try the new Single Control you'll 
be sold on “‘Solo-trol” for good. 
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‘PUT YOUR SALES EMPHASIS ON THIS SENSATIONAL 


SURE-SELL PRODUCT THAT WILL PAY OFF BIG! 




















=mMmodern=} 
WATER SOFTENERS = 


Big Demand! Market... 


People are now 
realizing the 
importance of Only 5% 

water softening Logical 

Relationship 

with Sale of 
other 

Appliances 




















Saturation 


Easy A Full Mark-up 


Installation 
... Little or No 
Servicing 


Freedom 


from CASH IN...START NOW 


Super-Competition 

Headaches Right now water softening is on the threshold of 
becoming big business. Now is the time to “Get in 
On the Ground Floor . . . Watch Your Sales and 
Profits Soar”. There’s real money, big money in the 


“MODERN” tine. Ask for information today. 


‘Ss i “ ” 
automatic Distributors! Write us to see if your 


economy model particular territory is open. If so, 


taal a = here’s a wonderful chance for profit- 
. able selling. Investigate it NOW! 
@ Fully ovtomatic — with 
dependable timer. 
@ Handsome contemporary design — Dealers: 
fits in with modern appliances 
Choice of new decorotor-color 
panels — o hot new selling idea. 
Completely simple, positive 
operation. 2 5 
Never cuts off water during Modern Water Treatment Division 
regeneration. Geo. Getz. Corp. 
Simple and economical to install 230 E. Main Street, Freeport, Illinois 
Lotest-type high-copocity resin Send me full information on the “Suburban” 
makes the softener compact and the complete Modern Line 
and efficient. 
Electronic tank-finishing process 
gives special “hard wear” 
coating. 
Plostic-lined tonk — 
10-year worranty. 
Large brine tank — seldom needs 
attention. Easy to fill 
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U.S. Steel’s “Operation Snowflake” 
major appliance sales 
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- year, 40% of all the appliance dealers in 
the country participated in the 1956 Operation 
Snowflake Promotion. An independent survey re- 
vealed that retailers who tied-in with “Snowflake” 
increased their chances of having much greater sales 
by 75% over non-participating retailers. The more 
they participated, the more their sales increased. 


Here’s what happened last year: 


® Retailers ordered 35,000 ‘‘Snowflake’’ promotion kits from 
U. S. Steel. That’s 25% more than the previous year. 

® 6.8 million lines of newspaper tie-in advertising were de- 
voted to ‘‘Snowflake.”’ In addition, 1.6 million lines of edi- 
torial material told readers why major appliances make 
excellent Christmas gifts. Total newspaper linage was about 
9 million lines—up 25% from the previous year! 

® 1800 radio stations carried ‘‘Snowflake”’ tie-in advertising. 
A survey showed that 230 of these stations ran over 19,000 
one-minute radio spots devoted to ‘‘Snowflake.”’ 

e 175 banks tied-in—up 27% from 1955. 


Here’s what you get in your free promotion kit: 


1. Ten appliance stickers (5” x 10” in full color) 
with space for showing prices. 


3. Snowflake stencils, so you can 
cover your store with Snowflakes. 


4. Plan book. A complete guide to successful 
““Snowflake’”’ tie-in promotion. 


5. Media list—showing all newspapers, 
radio and TV stations carrying 
U. S. Steel’s “‘Snowflake”’ advertising. 


6. Reproduction art work—so you can put 
Snowflakes in your own advertising. 
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e 310 utilities tied-in—up 20% from 1955. 


® An estimated 28,000 appliance dealers participated in 
““Snowflake.”’ 


Because we all pulled together, we all benefited. 


Now read about the plans for 1957. 


Here’s how U. S. Steel will spearhead Operation 
Snowflake— 1957 


® Six TV commercials on the U. S. Steel Hour during Novem 
ber and December, each viewed by more than 25 million 
people. 

e Giant ads in 657 newspapers in 507 markets. Total circula- 
tion over 32 million. 

® “‘Snowflake’’ commercials on these seven top network radio 
shows: Gunsmoke, Don McNeill’s Breakfast Club, Galen 
Drake, My True Story, Amos 'n Andy, Robert Q. Lewis and 
Our Miss Brooks. 

®@ 25 “‘Snowflake”’ advertisements in 11 trade magazines. 

® Free promotion kits to all interested dealers. Send coupon 
for your kit now. 


Robert C. Myers, Director 

Market Development Division 

United States Steel 

Pittsburgh 30, Pa. 

Please reserve my free “Operation Snowflake”’ 
Promotion Kit to help boost my appliance sales. 
Name 
Firm 
Address 
City State 


| handle the following brands of appliances: 





New Products 





(Continued from page 136) 

Submersible Pump Line 

A line of high-pressure sub- 
mersible water pumps for large- 
capacity applications has been an- 
nounced by Duro. Pump and motor 
assembly consists of three basic 
units: a heavy brass pump housing 
bolted to the pump cap assembly; 
a cast bronze impeller-diffuser 
stack mounted on a stainless steel 
shaft; and a high-torque electric 
motor sealed in a stainless steel 
case. The pumps are designed for 
rapid assembly and dis-assembly to 
facilitate on-the-job servicing. They 


are designed for 4-in. or larger 
wells. Capacities range to 1700 gph; 
maximum pumping depth is 1000 ft. 
Models include 43, %, %4, 1, 1%, 2 
or 3 hp. Two models are available 
for each size above % hp, permit- 
ting selection of a model for deep 
or shallow settings. 

Manufacturer: The Duro Co., 537 
E. Monument Ave., Dayton 1, O. 


Draft Control 


A round draft control that can 
be installed directly into a “tee” fit- 


Humidifier for Forced Air 


A humidifier designed for instal- 
lation in the plenum of forced air 
furnaces has been introduced by 
Walter E. Selck. The unit features 
a screen cylinder made of phos- 
phorous bronze that rotates as it is 
driven by a small cynchron motor. 


142 


ting has been announced by Lima 
Register. For straight furnace 
pipes, a special adapter has been 


that fits around the 
front half of the pipe and is secured 
at both top and bottom. The round 
control snaps into the adapter and 
is held in place in front of the draft 
hole. Other features include a 45- 
deg. vane, nylon bearings and posi- 
tive open-shut action. It 
of heavy-gauge steel. 
Manufacturer: Lima Register 
Co., 1790 N. Cable Rd., Lima, O. 


developed 


is made 


Self-Contained A-C Series 
A series of 
cooled air 


air- 
conditioners has been 
developed by Bohn. The units are 


self-contained 


available in 3, 5 and 7%4-ton sizes. 
All models feature a cooling coil 
set at an angle to expose maximum 
surface to the air stream and insure 
longer contact of air and coil. The 
units are designed for industrial, 


Furnaces Offered by Selck 


Water is lifted by the screen cylin- 
der from a pan below. As the fur- 
nace blower fan goes on, the water 
wheel rotates causing vaporization 
as air currents pass through the 
screen cylinder. For installation, a 
small opening is cut in the plenum 
and the unit is slipped in, fastened 
to the face.of the plenum with four 
sheet metal screws. The water 
valve is fastened to the water sup- 
ply and the motor is connected to 
the furnace blower fan. 

Manufacturer: Walter E. Selck 
and Co., 225 W. Hubbard St., Chi- 
cago 10. 


commercial 
plications. 


and institutional ap- 
Addition of a gas-fired 
heating unit permits year-round air 
conditioning. Unit casings are made 
of aluminum and are insulated. 

Manufacturer: Betz Div., Bohn 
Aluminum and Brass Corp., Dan- 
ville, Ill. 


Dozer Attachment 

A heavy-duty dozer that attaches 
to the main frame of the tractor has 
been announced by Earth Equip- 
ment. The dozer is designed for use 
on a variety of International, Mas- 
sey-Harris-Ferguson, Ferguson and 


Ford tractors. The method of at- 
tachment permiis the dozer blade to 
remain in the same plane as the 
rear axle of the tractor to provide 
a more exact leveling job. The two 
hydraulic operating rams on the 
unit are hard-chromed pistons us- 
ing the O-ring seal principle. Mov- 
ing parts have Zerk fittings for lu- 
brication. A variety of hydraulic 
valves may be used to operate the 
dozer when it is not mounted in 
conjunction with the (Everett) 
trencher. The replaceable cutting 
blade is made of % by 6-in. grader 
steel. Shipping weight of the dozer 
is 450 lbs; standard moldboard 
length is 72 in. 
Manufacturer: 
Corp., 2036 
Angeles 21. 


Earth Equipment 
Sacramento St., Los 


Masonry Screw Anchors 
A line of masonry screw anchors 
in which the core is constructed of 


FLA ssvansteesneeD 


lead alloy has been introduced by 
Rawlplug. The specially construct- 
ed core is designed to provide more 
effective lubrication for faster in- 
stallation and to prevent the jute 
of the screw anchors’ fibres from 
being cut by screw threads. 
Manufacturer: The 
€o0., New Rochelle, N.Y. 
(Please turn to page 148) 


Rawlplug 
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Church Seats 


“The best seat in the house’ 


...best made...best known 
and there’s one just right for every need 


CHURCH ALKYD MOLDED SEATS—A quality seat at 
moderate price for low-cost homes, apartments and 
housing projects. In white and colors to match the fix- 
tures of all leading manufacturers. 


CHURCH SOLID PLASTIC SEATS—Ideally suited for 
home, institutional and commercial installations where 
moderate price is required. Exclusive concealed hinge 
has no exposed metal. 


> 


CHURCH NO. 500 


CHURCH HARD RUBBER SEATS— These famous 
molded hard rubber seats are preferred for factories, 
hospitals, schools—wherever a combination of hard use 
and extreme sanitary requirements occurs. 


ad CHURCH NO. 395 


Three times as many people know Church as all other 
brands combined. So for more sales and more satisfied 


customers, give ‘em the seat they know best—Church! 


C. F. Church Division of American-Standard 


' Holyoke, Mass 
CHURCH NO. 2500 


C.F Church 


Division of Amentcan- Standard 
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Why those who want the finest in 





CONSOLE CONCEALED 


OVERHEAD DELUKE CEILING 


MiOnels 


Popular fan-coil units for cooling with chilled water, heating with hot water—from 
a central source. For year-round air conditioning in multi-room installations. Oftered 
in console, ceiling and concealed overhead and in-the-wall types. Four sizes range 
from 2/3 to 2 tons of refrigeration. Ask for Bulletin 757. 


TWlodline2 CABINET UNITS 


An extremely versatile line of heating and 
ventilating units providing quiet, positive 
distribution of heated air with or without 
ductwork. Models for cooling with chilled 
water. Seven distinct enclosure types, plus 
a variety of accessories, permit matching 
practically any installation or performance 
requirement. Capacities from 120 to 640 Edr. 
Write for Catalog 557. 
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heating and air conditioning oe 


‘make mine Modine 








MONG building professionals and owners, the high qual 

ity of Modine heating and a conditioning equipment 
has long been recognized. Careful examination proves it to 
he a tangible value which benefits thase wha apecil) install 
and use Macine products, This quality is a cireet result ota 
company policy whieh is bet ily expressed as follows 

Madine product, while fot premium priced, are pro 
duced to nmyveet those bith standards of mvechanical con 
SHAUCEION ane performance ence lence Which long experience 


Nar proved essential to complete user satisfaction 


TWilading@ GAs UNIT 


HEATERS 


Beautifully styled units feature light 
weight for easy, low-cost installation 


stainless steel burners and stainless of 





aluminized steel heat exchangers for long 














er life advanced engineering design 
for outstanding he ating = performance 
Eight sizes from 25,000 to 310,000 Bru 
Catalog 656-A 





Viladina Steam AND 


HOT WATER UNIT HEATERS 
Widest line availabt includes horvontal 
and vertical delivery types plus Power-Throw 


models for use where extremely long throw" 


_is needed, All types are available in HCR 


models designed for application where severe 


internal corrosion is a proble m. Bulletin 157 


Wilaodineg oduct 





FURNACES 


Ideal for use with cooling package 


or for straight heating. Stainless 
steel burner and heat exchanger re- 


sist rust and corrosion caused by 


moisture-laden air or condensation 
Five sizes from 88,000 to 213,000 
Btu. Bulletin 855. 


Wlodine CONVECTORS 


Attractive appearance and sturdy construction 
characterize the Modine line of convector radi- 
ation. Offered in 30 types and 8,000 sizes for 
every building need. Choice of standard or 
heavy-gauge enclosures. Catalog 257. 


UR-1353 
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MANUFACTURING COMPANY 


1502 DeKoven Ave., Racine, Wis. 
In Canada: Sarco, Ltd., Toronto 





Prove on Your Job that the Sherman 
Ye Digs Faster to Save You Money 


~~ 


The recently introduced Model “F’’ Sherman Power 
Digger excavates faster than any comparable backhoe! 


Hard to believe? Well, don’t take our word for it. We 
challenge you to “Clock it”! Ask your Ford Tractor 
Dealer to demonstrate the new Sherman on your job while 
you time it with a stopwatch. Prove to yourself that it 
saves you money by producing more work per dollar 


invested in time, equipment, maintenance and manpower. 


If you are interested, we'll be glad to tell you of the many 
revolutionary features which contribute to the digging 
speed and durability of the new Model “F”. Just drop 
us a line for Bulletin No. 1370. 


Sold and Serviced by your local 
FORD TRACTOR DEALER 


PRODUCTS, INC. 
ROYAL OAK, MICHIGAN 


POWER DIGGERS © FRONT END LOADERS © FORK LIFTS 
@ 
el 2—T8 SP ecarxeres 
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HOW TO CONVERT A CELLAR INTO A SELLER 


Most heating service calls begin and end...in the cellar. Now study this picture. 
Note the upstairs thermostat. Sure it works, after a fashion, but it looks old fashioned and 
the mechanism is completely out of date. So here's a red hot opportunity to upgrade the sale. 

Next time your customer calls for service, have your serviceman call upstairs, 
too. Many homeowners are ready for a modern room thermostat replacement. Perhaps the 
famous General Controls ‘‘Tempotherm" for topnotch day-night control, or the beautiful 
T-90 horizontal model— the modern design that harmonizes with any room. 

Whatever the choice, you can be sure it will have built-in MERCURY SWITCH 
DEPENDABILITY, as do all of General Controls complete line of room thermostats for every 
heating or cooling need —whether gas, oil, coal or electric...warm air or hot water heating. 


5 basic styles harmonize with any architectural or decorating theme 


Ee © & 





GENERAL CONTROLS 


nest Automatic Controls for Home, Industry, and the Military 
Glendale, California - Skokie, Illinois 


ffices serving the United States and Canada 
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New Products 





(Continued from page 142) 


Beveled Faucet Washers 

A series of beveled faucet wash- 
ers with tapered sides to insure a 
proper fit without edge trimming 


has been announced by Lavelle 
Rubber. The washers are construc- 
ted of synthetic rubber and are be- 
ing pror.ioted as companion units 
to the company’s tank ball. The 
washers can be displayed in the 
carton illustrated. They are shipped 
24 showroom cartons to a mailing 
box. 

Manufacturer: Lavelle Rubber 
Co., 424 N. Wood St., Chicago 22. 


Oil Burner Cartridge 

A replacement filter cartridge for 
use on a variety of residential oil 
burners has been developed by 


Fram. The cartridge is the “roving” 
type and consists of long-staple 
white cotton fibres. The cotton is 
spun into a continuous strand and 
wound to a controlled pattern of 
uniform density on a metal screen 
center tube. The tube gives the fil- 
ter rigidity and facilitates removal. 
The cartridges are designed for 
gravity or forced-feed systems. 

Manufacturer: Fram Corp., 105 
Pawtucket Ave., East Providence 
16, R.I. 


Gas Water Heater Line 
Cleveland Heater has announced 
a line of automatic gas water heat- 
ers designed for the mass housing 
market. The heaters are available 


in 30 and 40-gal. sizes with either 
galvanized or glass-lined tanks 
All models are insulated and fea- 
ture electrically welded, pressure- 
tested copper-bearing steel tanks, 
safety shut-off controls and stain- 
less steel pilot burners. The 30- 
gal. models have 30,000 Btu inputs 
and recovery ratings of 25.2 gal. at 
100F rise with natural, manufac- 
tured or mixed gases and 23.1 gal. 
with LP-gas. The 40-gal. model 
has a 32,500 Btu input capacity and 
a recovery rating of 27.3 and 23.5. 
Measurements are 604% in. high by 
20% in. in diameter for the 40-gal. 


size and 5654 by 185% in. for the 30- 
gal. size. 
Manufacturer: 
Heater Co., 2310 
Cleveland 14. 


The Cleveland 
Superior Ave., 


Multi-Stage Jet Pump 

Morrison Co. has developed a 
vertically mounted multi-stage jet 
pump for shallow or deep well ap- 
plications. Three-stage operation of 
the pump provides maximum pres- 
sures for wells to 200 ft deep. The 
unit features a 1-hp capacitor-type 


motor and is adaptable to minimum 
well sizes of 2 in. and up in dia- 
meter. Other features include a 
pressure regulator preset, mechan- 
ical seal and drip-resistant canopy. 
Capacities are 3000 gpm with pump- 


ing range to 200 ft. Pressure range 
is 30 to 60 psi. 

Manufacturer: The Morrison Co., 
125 W. Melvina St., Milwaukee 12. 


Lavatory Faucets 

Three lavatory faucet combina- 
tions with matching fittings have 
been developed by Selfridge Brass. 


One model (illustrated) is a cen- 
terset faucet for 4-in. centers fea- 
turing canopy handles. Other fea- 
tures include O-ring packing with 
stem threads isolated from the 
water chamber and optional aerator. 
Other models are single lavatory 
faucets with either four-arm or 
single lever type handles, %4-in. 
tailpieces being optional. All faucets 
are chrome plated. 

Manufacturer: 
Products, Inc., 
Cleveland 3. 


Selfridge Brass 
5606 Euclid Ave., 


Bottie-Type Water Cooler 

A combination bottle cooler that 
supplies both cold drinking water 
and 185F hot water has been intro- 


f 


duced by Sunroc. The coolers are 
designed for commercial and insti- 
tutional applications and for build- 
ings not equipped to handle pres- 
sure-type coolers. They measure 
3914 in. high by 15 in. square and 
use either a 3 or 5-gal. bottle. Other 
features include a welded steel 
cabinet, an electrically heated tank 
that is thermostat-controlled and a 
2-qt. drain receptor. The combina- 
tion cooler has a second faucet that 
is insulated. 
Manufacturer: 
Glen Riddle, Pa. 
(Please turn to page 154) 


Sunroc Corp., 
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WATER SOFTENERS & FILTERS 





WATER SOFTENERS 


Cllomudte 


WATER SOFTENER 
+# NO BUTTONS! 
ec + NO LEVERS! 
Li 4« 100% AUTOMATIC! 


APPLIANCE -STYLED 
AUTOMATIC... priced 
for volume selling! 


- ”? slemathc WITH AUTOMATIC BY-PASS 


AUTOMATIC OF WATER SUPPLY DURING 
WATE R SO FTE N E R PERIOD OF REGENERATION 


Bruner Corporation manufactures America’s 
most complete line of Quality water softeners, filters and See for yourself why 
chemical feeders for home and industry. Patented BRUNER Water Softeners 

are the volume leaders 

. . the profit leaders 
of the plumbing 

. . i 

design, operation and appearance. trade! 


valving system and other exclusive features 
put the BRUNER LINE years ahead in 


Ask your jobber or 


write for free catalog 


= = = « 
WATER SOFTEMERS & FriteRs 
A 
aa > 


ALL BRUNER PRODUCTS ARE SOLD EXCLUSIVELY 
DIAL-O-MATIC SOLO VALVE SINGLE LEVER THROUGH THE PLUMBING TRADE 
Budget Model Semi-Automatic Manval-Control 


, MAIN PLANT and OFFICE WESTERN DIVISION PLANT 
Automatic 4763 North 32nd St. 670 Gibbons Street 
Milwaukee 9, Wis. Los Angeles 31, Celli. 


a — 
. £5 
,. 4 
a ; — 
FORD ASSEMBLY PLANT. Hundreds of tons of Bethlehem Pipe were used in constructing this Ford Motor Co. plant, Mahwah, N. J. 
Plumbing and Heating Contractor: August Arace & Sons, Inc., Elizabeth, N.J. Jobber: A. and J. Friedman Supply Co., Inc., Passaic, N. J. 


Assembly Plant in New Jersey— 
Apartment Building in Baltimore 


Both Have Beth-Co-Weld Piping 


Whether you plan to install general-purpose pipe in 
industrial buildings, apartment structures, or some 
other type of construction, you can be sure of a 
dependable job with Beth-Co-Weld steel pipe. 

eth-Co-Weld is ideal for general-purpose piping 
because of its strength and uniformity, and because 
it is sO easy to cut, thread and weld. 

Beth-Co-Weld is made by the continuous-weld 
process, and comes in diameters from 1% in. to 4 in., 
standard weight and extra strong. Both weights are 
furnished in 21-ft lengths, plus or minus 1 in., as well 
as in random lengths. Keep asking for Beth-Co-Weld 

FLAG HOUSE COURTS. This 12-story structure, like its 

neighbors in a slum clearance project in Baltimore, Md., has Beth- 

Co-Weld piping throughout. Plumbing and Heating Contractor: 


Continental Engineers Inc., Decatur, Ga. Pipe Jobber: J.T. Roberts 
& Bro., Inc., Baltimore. 


BETHLEHEM STEEL COMPANY, BETHLEHEM, PA. 


gern lene seurtartany tentiee Ws 
43 
Ji] BETHLEHEM 
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AMERICAN BLOWER HEATING EQUIPMENT 
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VENTURAFIN HORIZONTAL HEATER is sturdy 
and attractive. Available with steam coils 
(upper right) or hot-water coils (lower right). 
Capacities: 18,000 to 357,500 Btu at 2 lbs. 


steam pressure and 60° entering air. 


Select quiet American Blower Heaters 
—low in cost, adaptable to any job! 





the lowest, efficient Venturafin Unit 


Heaters are adaptable to particular job requirements 


—and they offer you a choice of either steam or hot- 


water coils, vertical or horizontal models. 


What's more, they’re quiet enough for salesrooms, 


available in sizes and capacities great enough to heat 


! 


large factories! To round out the American Blower 


line, there are Gas-Fired Heaters and Cabinet Heaters. 
And remember — all American Blower Unit Heaters 


have the sound, durable construction that your cus- 


tomers will appreciate, 


Che point is, you can fit any heating job when you 
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draw on the complete line of top-quality American 









Blower Heaters. For more information, contact your 
nearest distributor, or write direct. American Blower 
Division of American-Standard, Detroit 32, Michigan. 
In Canada: Canadian Sirocco products, Windsor, 
Ontario. 





QUALITY PROTECTS YOUR INVESTMENT 


Amunican-Standard QUALITY IS AVAILABLE AT NO EXTRA COST 






Opportunities never were better for 


REPUBLIC STAINLESS 


Countless operations within these industries use 
stainless steel pipe in huge quantities. In many 
. . critical applications, where pipe of any other ma- 
These industries terial has proven unsatisfactory for one or more 
reasons, the market for stainless pipe, is ready- 
made. And profitable. 


Can help you Here’s a real live opportunity to make your 


move into the higher income brackets. Not nec- 

essarily overnight. Or in a few weeks. But by 

become a gradually working into the stainless pipe pic- 

ture, and establishing your reputation as a 

-~ . specialist, more jobs will come your way—and 
specialist $0 will the profits 

You'll be delighted to discover—and quickly 


—that with stainless pipe you avoid the work and 
headaches of strictly price competition. Further- 








REPUBLIC 


fT. 


REpuBLiC)) World Widest Range of Standard Steels 


STEEL 
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contractors in 


STEEL PIPE 


more, with Republic ELECTRUNITE Stainless 
Steel Pipe you enjoy the added benefits of a top- 
flight reputation established over a period of 25 
years in the stainless-pipe business. 

Both you and your customers are protected by 
Republic’s extremely rigid standards of quality 
control. One example is FARROWTEST”, a non- 
destructive, electronic production method of 
checking pipe for irregularities. An exclusive 
device with Republic, it can be specified by cus- 
tomers for critical-pressure uses. 

For complete information and specifications 
on Republic ELECTRUNITE Stainless Steel Pipe 
and Tubing, send coupon for your free copy of 
our new 60-page brochure. Or call your nearest 
Republic ELECTRUNITE Distributor. 








oe oo, — 


a 
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eo 
Ye 


ATOMIC ENERGY FOOD ore 


REPUBLIC STEEL CORPORATION 
Dept. C-3505 -R 

231 East 131st Street 
Cleveland 8, Ohio 


Gentlemen: 


Please send me 60-page brochure on Republic 
ELECTRUNITE® Stainless Steel Pipe and Tubing. 


STEEL 


and Stack Produca 


Name = Title 





Company 





Address 
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New Products 





(Continued from page 148) 
Water Heater Attachment 


A multi-segment element of 
woven wire and glass fibre for use 
on its electric water heaters has 
been developed by Fowler Mfg. The 
element is a series of independently 
heated units joined by buss bars 


and a supporting band to apply heat 
uniformly to the exterior of water 
heater tanks. Because they are con- 
nected in multiples, failure of one 
unit does not affect the operation 
of the others. The elements are in- 
stalled by being drawn through a 
metal “tunnel” around the outside 
of the tank. They can be removed 
or replaced without disconnecting 
the heater or removing the outer 
jacket. Purpose of the wrap-around 
element is to eliminate hot spots, 
liming or scaling. 

Manufacturer: 
2545 S.E. 
Ore. 


Fowler Mfg. Co.., 


Gladstone, Portland 2, 


Plastic Pipe and Fittings 
A line of flexible plastic pipe and 
fittings for transmission of drinking 


water and chemical solutions has 
been developed by Acme Rubber. 
The pipe is made from virgin po- 


lyethylene, compounded with non- 
toxic ingredients. With use of in- 
sert-type fittings and clamps, the 
pipe is designed to simplify con- 
nections where long lengths or diffi- 
cult bends are encountered. The 


pipe is available in % through 3-in. 
sizes for pressure ratings from 55 to 
100 psi. A complete line of poly- 
ethylene fittings and metal clamps 
is also available. 

Manufacturer: Acme Rubber 
Mfg. Co., Div. of Acme-Hamilton 
Mfg. Corp., 115 Meade St., Trenton 
3, N. J. 


Blueprint Holder 

A space-saving holder for view- 
ing blueprints, drawings, etc., that 
measure up to 40 ft in length on an 
area of approximately 40 by 48 in. 
on wall, table, desk or station 
wagon tailgate has been announced 
by Aqua Sportsman. Two models 
are available. One model can be 
fastened to walls with screws and 
two brackets or mounted on fiat 
surfaces with two clamps. The sec- 
ond model 


clamps on_ horizontal 





surfaces. Long prints rolled 
flat on the two vertical rolls and are 
moved into view by turning either 
of two fingertip controls, located at 
the base of the holder. The rolls 
are interchangeable and will ac- 
commodate blueprints up to 36 in. 
wide. 

Manufacturer: Aqua Sportsman, 
Inc., 2518 Leslie Ave., Cincinnati, O. 


are 


A-C Chiller 

A 10-ton chiller has been added 
to the air conditioning line of 
Brown Products. The unit is 
shipped factory assembled and 
charged with refrigerant. Wiring is 
housed in a terminal box to facili- 
tate installation. The company’s line 
now includes 2 and 3-hp air-cooled 
units and 5 to 25-ton water-cooled 
models. 

Manufacturer: Brown Products 
Co., 97-12 Metropolitan Ave., For- 
est Hills, L. I., N. Y. 


Gas Water Heater Line 
Hydrotherm has announced a line 
of gas-fired volume water heaters 


designed for high output of hot 
water in proportion to their size. 
The smallest unit of the nine in the 
line measures 4.5 cu ft and provides 
72 gph of water raised 60F. The 
largest model measures 15.5 cu ft 
and provides 400 gph. A specially 
designed heat transfer system per- 
mits this output-to-space ratio. 


Water being heated threads a zig- 
zag course through staggered hori- 
zontal boiler sections set at right 
angles to flame and rising hot gases, 
achieving high heat absorption. The 
heaters supply water at tempera- 
tures of 200F and can be used with 
natural, manufactured, mixed or 
LP gases. 

Manufacturer: Hydrotherm, Inc., 
Clinton Ave., Northvale, N. J. 


Appliance-Styled Furnace 

An appliance-styled warm air 
furnace for residential applications 
has been announced by Rheem. 
The furnace is available in capaci- 
ties ranging from 80,000 to 160,000 


Btu/hr. It features two-tone front 


flame-contoured com- 
chamber, continuous- 
welded heat exchangers, cast iron 
burners and blowers suspended 
within the furnace chassis. Inner 
components are accessible through 
the front panels. The furnace is 
gas-fired and is vented through a 
single stack in an outlet at the top. 
Manufacturer: Rheem Mfg. Co., 
7600 S. Kedzie Ave., Chicago 29. 


panels, a 
bustion 
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Tradition 


of 


Craftsmanship 


IN 


QUALITY FITTINGS 


SINCE 1911 


NO. 558-X 
8" Automatic Spout Diverter Emblem of 


Business Character 
RICE LEADERS 
The No. 558-X Automatic Spout Diver- OF THE WORLD 
ASSOCIATION 


Represents High Standing 
the use of a reversed elbow and the in Name Product Policy 


with shower 


ter is so constructed that it eliminates 


extra length 3/4” pipe. Individual security INSURES FREEDOM and 
LIBERTY. Social Security leads to Regimen 


: tation and LOSS OF LIBERTY 
It is an automatic diverter to shower fm 

It's a privilege to live in a Republic. Only 
and has the use of if” pipe for the God can help the people who live in De 
mocracies 


complete assembly, thereby, eliminat- 


° ° : ° P A; gee, LZ oF y, 
ing extra cutting and installing of pipe ee 
' President 


inside the wall. Ae 


THE INDIANA BRASS CO., Inc. 


FRANKFORT INDIANA 
“MANUFACTURERS OF PLUMBERS BRASS GOODS” 
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Now-—a completely new 


CRANE SUNNYDAY 26 


Crane announces another great resi- 
dential boiler: the new Sunnyday 26. 

Designed exclusively for gas, this new 
hot water or steam boiler offers a long 
list of built-in selling features. One your 
prospects will really like is a new tank- 
less type water heater (hot water boilers 
only), available in two sizes: 3 and 4 
gallons per minute. 

But that’s only the beginning. The 
new Sunnyday 26 has a noiseless ribbon 
burner that provides quick, smooth ig- 
nition with freedom from backfire. A 


new snap-on jacket. Thick blankets of 


Fiberglas insulation. A steel base for 
positive leveling and easy, labor-saving 
assembly. New horizontal draft hood 


that requires less headroom. And the 
solid backing of Crane’s 20-year guar- 
antee on the cast iron sections of the 
hot water boilers. 

The Crane Sunnyday 26 comes in 8 
compact models for hydronic* or steam 
heating, 3 to 10 sections, 100,000 to 
450,000 Btu/hr. input. A.G.A. approved 
for all gases. Ask your Crane Branch or 
Crane Wholesaler for more information 
now. (In plumbing, too, ask about 
Crane quality.) 

* Hydronic — new I. B.R. name for hot 
water systems. 


CRANE co. 836 S. Michigan Avenue, Chicago 5 


VALVES e 68FITTINGS . PIPE . PLUMBING 
KITCHENS @ HEATING @ AIR CONDITIONING 


HERE ARE OTHER SUNNYDAY RESIDENTIAL BOILERS 
BACKED BY CRANE’S FAMOUS 20-YEAR GUARANTEE 








SUNNYDAY 16 
(oil fired) 


SUNNYDAY 15 
(gas or oil) 


SUNNYDAY 20 
(gas or oil) 


SUNNYDAY 2WG 
(gas fired) 
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THE 
QUALITY 
HEATING 


residential gas fired boiler... 


New tankless type water 
heater, new ribbon burner, 
new design—plus Crane’s 
famous 20-year guarantee 


New! Tankless water heater pro- 
vides an abundance of hot water all 
year. Copper coil slips into hottest part 
of boiler. Available on 4 to 10 section 
hot water boilers in two sizes: 3 or 4 
gallons per minute. 


New! Efficient ribbon burner gives 
silent, smooth combustion. Can be re- 
moved easily for cleaning. Permits 
equal ratings with natural or manu- 
factured gas, L.P., or L.P. mixtures. 
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Contest Prizes ..... (continued) 


The GE-DE Kitchen 


(Continued from page 111) 
trol, which serves as a sink stopper, strain- 
er and operating switch. It eliminates a 
separate wall switch installation. 

The movable drain outlet can be rotated 
360 degrees horizontally and vertically for 
easy installation. A full-length 1%-inch 
tail piece is supplied to fit standard plumb- 
ing fittings. Provision is made in the upper 
housing for a dishwasher drain connection, 
eliminating the cost of a second trap for 
the dishwasher. 


8—Automatic Dishwasher 

The Empress 30 dishwasher, mounted in 
a cabinet of heavy-gauge welded steel cov- 
ered with baked enamel. It’s mounted on 
full-extension slides and features push- 
button power opening and closing. The 
racks hold service for 12. 

The “flush-away” drain eliminates the 
need for hand-rinsing of the dishes. A 
magnetic detergent dispenser measures 
and throws the right amount of detergent 
at the proper time. The new “rinse-dry” 
ejector automatically adds a wetting agent 
to the final rinse, which makes water drain 
off quickly and prevents formation of wa- 
ter droplets that leave mineral stains. 

Only 12% gallons of water are used for 
a complete cycle, though the 42-hp motor 
driving a stainless steel impeller circulates 
water over dishes at the rate of 90 gallons 
a minute. A 750-watt Calrod electric heat- 
ing element provides heat, and drying is 
accomplished with Calrod-heated air. Dish 
trays are coated with vinyl plastic and 
there are two silverware baskets. 


9—Wall Refrigerator-Freezer 


A 12-cubic-foot wall refrigerator-freezer 
combination. Two compartments of the 
unit are for refrigeration and one is for 
freezing. It hangs like a cabinet on a 5- 
foot mounting bracket and can be attached 
to any normal wall. There is 18.4 square 
feet of shelf space in the combination unit. 

The 10.7-cubic-foot fresh food compart- 
ment defrosts automatically. In this sec- 
tion, besides two egg racks, adjustable door 
shelves and an automatic butter condi- 
tioner, are two separate fruit and veg- 


etable compartments that each hold more 
than half a bushel of food. 

The freezer section has 2 cubic feet of 
space. It’s separately insulated and is sep- 
arately refrigerated. The freezer contains 
four ice trays and the doors have three 
removable shelves for juices or packages. 
The exterior is bonderized steel with two 
coats of baked-on enamel. 


10—Textolite Countertops 

Textolite surfacing on the countertops 
throughout the kitchen. GE’s Textolite has 
been color-styled to mix or match perfect- 
ly with appliance colors. A plastic surfac- 
ing, Textolite is available in more than 80 
different colors and patterns and in both 
satin and high-gloss finishes. The material 
resists stains, scratches and heat; and it 
wipes clean with a damp cloth. It will be 
provided for countertops in whatever ar- 
rangement the winner desires. 


11—Below-Counter Freezer 

A roll-out food freezer with a capacity 
of 175 pounds in its 5 cubic feet. The unit 
features two removable bins, the top bin 
gliding back for easy access to the lower 
food compartment. Both bins are stain- 
resistant porcelain enamel and lift out for 
easy cleaning. There are four mini-cube 
ice trays included with the freezer. 

Freon-12 is used for refrigerant and is 
hermetically sealed in. A _nine-position 
temperature selector provides for temper- 
atures from zero to minus 10F. 


12—Built-In Wall Oven 

A built-in master wall oven with porce- 
lain interior. The unit measures 21 inches 
wide and fits into a 27-inch cabinet, leav- 
ing room for storage space both above and 
below. The oven includes the “focused 
heat” broiler with enclosed coils, which 
produces a result similar to charcoal broil- 
ing. GE says the broiler is practically self- 
cleaning because most spillage burns off. 
Both it and the bake unit may be removed 
for easy cleaning. 

The controls include an oven timer that 
turns the oven on and off at any time set, 
then resets itself for manual operation. A 
minute timer is also provided to time 
shorter cooking operations. END 


2 
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AUTHORIZED 
SMALL MOTOR 
SERVICE STATION 


WHEN YOU SPECIFY “G-E MOTORS” ON YOUR PUMP ORDERS... 


Fast, dependable motor service is as 
close as your telephone 


Close-coupled 
(jet) pumps 


Sump pumps 
Belt-driven pumps 


GENERAL @@ ELECTRIC 


When you sell pumps equipped with General Electric motors, 
you can be assured that your customers will be satisfied. And 
they'll stay satisfied—for TWO reasons 


1. ‘*YEARS-AHEAD DESIGN" includes such long-life features 
as Mylar* polyester film insulation with 35 times the moistur« 

resistance of ordinary paper insulation; Formext wire with 
greater resistance to heat, aging, moisture, and corrosion; non 

wicking neoprene leads and many more 


2. THE G-E SMALL MOTOR SERVICE STATION near you will 
provide fast repair of in- or out-of-warranty G-E motors when 
the need arises. Using only factory-made parts and factory 
approved procedures, G-E Small Motor Service Stations have 
built a reputation for fast, reliable motor service. They also 
carry large stocks of replacement motors for added flexibility 


To get all the benefits of G-E motor quality and service 
specify General Electric motors on the pumps you order. And 
contact your G-E Small Motor Service Station today—he’s 
listed here and in the “‘yellow pages.”’ 


*Reg. trademark of DuPont Co. 
tReg. trademark of General Electric Co. 


SEE LISTINGS ON 
FOLLOWING PAGES 











GET ACQUAINTED WITH YOUR NEAREST 
G-E SMALL MOTOR SERVICE STATION ... 


AUTHORIZED 
SMALL MOTOR 
SERVICE STATION 





ALABAMA 


Birmingham 
Birmingham 
Decatur 
Dothan 
Gadsden 
Huntsville 
Mobile 
Montgomery 
Sheffield 
Tuscaloosa 


ARIZONA 


Phoenix 
Prescott 
Tucson 
Yuma 


ARKANSAS 


Fort Smith 
Little Rock 


CALIFORNIA 


Bokersfieid 
Chico 
Eureka 
Fresno 
Hanford 
Lancaster 
Longbeach 
Los Angeles 
Los Angeles 
Los Angeles 
Los Angeles 
Los Angeles 
Los Angeles 


Maryville 
Modesto 
Oakland 
Ontario 
Pasadena 
Pomona 
Redwood City 
Sacramento 
Sacramento 
Salinas 

San Bernardino 
San Diego 
San Diego 
San Francisco 
San Jose 


San Luis Obispo 
San Rofael 


Santa Ana 
Santa Cruz 
Santa Monica 
Santa Rosa 
Stockton 
Tulare 

Van Nuys 
Visalia 


Woodland 


COLORADO 


Colorado Springs 
Denver 
Denver 


Grand Junction 
Pueblo 


Birmingham Elec. & Mfg. Co., 7-1 8th, SW, ST 7-4652 

Elec. Motor Service, Inc., 606 S. 32nd St., AL 4-3106 

Decotur Elec. Service, 105 W. Moulton St., 2162 

Alabama Elec. Co., Headland Road, 5-41010 

Bowden Elec. Co., Inc., Box 881 (Rainbow Dr.) Liberty 3-4272 
Elec. Motor Sales & Serv., 701 5th Ave. West, JE 2-8811 
Russell Elec. Co., 1315 S. Washington Ave., HE 3-7475 
Standard Elec. Machinery Corp., 515 N. Decatur, AM 4-2276 
Louis Cottrell Elec. Co., 1001 S. Montgomery Ave., EV 3-3763 
Freeman Elec. Co., 1616 25th Ave., Plaza 8-5182 


New State Electric Co., 447 Jackson Street, Alpine 3-5023 
Arizona Mining Supply Corporation, P. O. Box 110, MAin 310 
Ranch, Home & Supply, 329 E. Sixth Street, MAin 4-1852 
Jongeward Electric Motors, 709 Eight Street, SUnset 2-2535 


Interstate Electric Co., So. 5th & E. St., SU-2-9139 
Mason Electric Company, 201 Vine Street, 7407 


Electric Motor Works, 803 Inyo Street, FA 3-1783 
Butte Pump & Motor Works, 844 Broadway, Fireside 2-355! 
Senn Elec. Co., 1801 Fairfield, Hillside 3-0416 
Elec. Motor Shop, 253 Fulton St., Adams 3-1154 
Schafer's Pump & Motor Co., 108 W. Sixth, Ludlow 4-330! 
Magney Electric Motors, 663 West Ave. |, Whitehall 2-0421 
Delta Electric Motor Co., 2224 Atlantic Ave., Garfield 4-2824 
AAA Elec. Motor Serv., 1346 Venice Bivd., Richmond 9-2367 
Electrical Appliance Serv. Co., 1441 E. Wash. Bivd., RI 9-7155 
G-E Service Shop, 6900 Stanford Ave., Pleasant 2-6136 
Hoyt & Sweet, 1132 E. Twelfth Street, TUcker 3169 
Smalicomb Electric, 1120 S. Main Street, Richmond 7-0221 
United Serv. & Supply, Marvel Carb. Sales Co., 2001 Figueroa, 

RI 7-6351 
Kinney Electric, 818 Fifth St., Sherwood 2-0151 
Stanislaus Elec. Motor Wks., 504 W. River Rd., Lambert 3-8269 
General Electric Serv. Shop, 3400 Wood St., Olympic 3-9474 
Ontario Elec. Motor Shop, 1168 W. “A” St., LY 9-7667 
Pompey Elec. Motor Co., 25 E. Union Street, RYan |-7777 
M-D Electric, Inc., 1344 S. Reservoir St., LY 9-8661 
Coast Elec. Co., 1783-85 Broadway, Emerson 8-2833 
G-E Service Shop, 99 N. 17th St., Gilbert 1-0762 
VanAlstyne & Son Elec., 2512 Broadway, Gladstone 7-9835 
Salinas Arm. & Mtr. Wks., 321 N. Main St., Harrison 4-3741 
Hunt & Van Slyke, 572 Court St., 4-27183 
Electrical Appl. Serv. Co., 302——17th St., BElmont 9-1237 
Frank W. Sloan Co., 102 S. 19th St., BElmont 9-5174 
G-E Service Shop, 1098 Harrison St., Douglas 2-3740 
Roy M. Butcher Elec., 510 W. San Fernando St., 

Cypress 3-8227 
Baxendale Elec., 3035 Brood St., Liberty 3-0496 
North Bay Elec. Wks. Inc., 535 Francisco Bivd., 

Glenwood 3-6132 
Santa Ana Elec. Motor Serv., 1212 W. First St., KI 3-4346 
Wilbanks Elec. Mtr. Serv., 431 May Ave., Garden 3-4932 
Electra Serv. Company, 3225 Pico Bivd., EXbrook 5-5229 
Leete Elec. Motor Co., 930 Santa Rosa Ave., Senta Rosa 18 
Stockton Arm. & Mrt. Wks, 646 S. Calif. St., Howard 6-9625 
Turnupseed Elec. Serv., Inc. 340 E. Inyo, Tulare 6-3401 
Walmac Elec. Motor Serv., 5923 Kester Ave., STate 5-3479 
Langdon Elec. Motor & Pump Co., 410 E. Main St., 

Redwood 2-0490 
Industrial Motor Elec. Co., 431 Community Lane, 

Mohawk 2-6774 


Electric Motor Co., Inc., 113 S. 28th St., ME 5-2945 

G-E Service Shop, 3353 Larimer St., KE 4-717) 

United Elec. Mtr. Serv. & Supply Co., 4500 Jackson, 
DE 3-1402 

Roberts Electric Motor Serv., 701 N. First Street, 450 

Johnson Electric Co., 324 South Union Ave., LI 3-1746 


CONNECTICUT 


Hartford 
New Haven 
Stamford 


DELAWARE 


Milford 
Wilmington 


DISTRICT OF 


Washington 


160 


Hartford Elec. Mach. Co., 17 Francis St., Adams 3-1267 
Bar-Craft Elec. Co., 571 State St., Main 4-9815 
Palmer's Elec. Mach. & Foundry, 533 Pacific, Fireside 8-7378 


Elec. Equip. & Maint. Co., Rehoboth Bivd., Rt. 2 Box RI, 4205 
Wesley Jagger, inc. 517 Jefferson St., Olympia 2-4645 


COLUMBIA 


Central Arm. Wks., Inc. 625 D. St., N.W., National 8-3660 


See listing below or look in the ‘yellow page 


FLORIDA 


Daytona Beach 
Ft. Lauderdale 
Ft. Walton Beach 
Jacksonville 

Key West 

Miami 

Ocala 

Orlando 

Panama City 
Sarasota 

St. Petersburg 
Tallahassee 
Tampa 

Tampa 

West Palm Beach 


GEORGIA 


Albany 

Athens 

Atlanto 

Atlanta (Chamblee) 
Atlanta 

Augusta 

Columbus 

Macon 

Savannah 

Valdosta 


IDAHO 


Boise 
Idaho Falls 
Lewiston 


ILLINOIS 


Avrora 
Bloomington 
Canton 
Chicago 


Chicago 
Chicago 
Chicago 
Decatur 

East St. Louis 
Effingham 
Evanston 
Joliet 
Kankakee 
Mt. Vernon 
Peoria 
Peoria 
Quincy 

Rock Falls 
Rockford 
Rockford 
Springfield 
Waukegan 
West Frankfort 


INDIANA 


Bloomington 
Evansville 
Fort Wayne 
Fort Wayne 
Gary 
Hammond 
Huntington 
Indianapolis 
Indianapolis 
Lafayette 
Muncie 
Richmond 
South Bend 


IOWA 


Bettendorf 
Burlington 
Cedar Rapids 
Clinton 
Davenport 
Des Moines 
Dubuque 
lowa City 
Mason City 
Sioux City 


KANSAS 
Hutchinson 


Salina 
Wichita 











Alford Elec. Motor Repairs, 138 S. Campbell St., CL 2-3573 
Jack's Elec. Motor Repair, 19 N.W. Fifth St., JA 2-6733 
Gibson Elec. Co., 82 N. Florida Ave., CH 3-3223 

Turner Elec. Works, 1020 E. 8th St., EL 3-3661 

Keywest Elec. Repair Co., 611 Front St., Cypress 6-8549 
Florida Elec. Mtr. Co., 235 N.W. Second Ave., FR 4-6147 
Link's Elec. Motor Serv., 411 S. Main St., MA 9-2478 
Orlando Arm. Wks., Inc., 600 W. Cent. Ave., 3-0555 
REMSCO, Inc., 740 W. 15th St., SE, Box 109, Sunset 5-5208 
Ed's Electric Service, 1462 Fourth St., Ri 7-7934 

Die Polder Elec. Engrg. Co., 249 7th Ave. South, 7-5312 
Good Luck Elec. Mofor Serv., 1208 S. Adoms St., 2-3246 
Laycock Arm. Wks., Inc. 102 W. Fortune St., 2-1418 

G-E Service Shop., 19th & Grant Sts. 4-5765 

Sutcliffe's Elec. Co., 2nd and Olive Sts., Temple 2-7212 


Georgia Elec. Co., 1500 Gillionville Rd., HE 2-058) 

Athens Industrial Elec., 386 W. Broad St., LI 3-9609 
Cleveland Electric Co., 557 Marietta St., N.W., Jackson 4-8422 
G-E Service Shop, 4639 Peachtree Indus’! Bilvd., GL 7-250) 
Zuber Elec. Co., 1392 S. Gordon St., S.W., Plaza 5-4578 
Elec. Equip. Co., 1441 Greene St., 2-6686 

White Elec. Const. Co., 1325 6th Ave., FA 3-5641 

Wilson Electric Co., Inc., 557 Pine St., 2-8656, 3-4072 

Elec. Machinery Co., 126 W. Bay St 

Valdosta Armature Works, 606 W. Hill Ave., 1732 


Missman Electric Co., P.O. Box 5052, 2-5211 
Rossiter Electric Sales & Serv. Co., Airport Road, JA 2-2135 
E. D. Smith & Son, 410 Miller St., Lewiston 3-2021 


Connell Elec. Co., 905 Illinois St., 6-2451 

Elec. Motor Repair Co., 223 E. Front St., 3-1640 

Kroell Elec. Co., 580 E. Linn St., 1205 

Ballantine Auto Prs. & Serv. Corp., 723 W. 66th St., 
WE 6-6249 

Complete Elec. Motor Repair Co., 3658 N. Lincoln, WE 5-0700 

G-E Service Shop, 4360 W. 47th St., LA 3-423] 

J. Avena Motors, 2445 N. Laramie Ave., NA 2-3844 

G-E Serv. Shop, 2225 E. Logan, 8-2512 

IMinois Electric Works, 1304 Missouri Ave., UP 3-8742 

R & B Electric Co., 410 W. Fayette Ave., 306 

Rainbow Elec. Co., 2604-11 Green Bay Rd., DA 8-6363 

Electric Serv. & Sales, 66 N. Michigan St., 2-8728 

Arthur Motors Works, 332 S. Washington, 2-3118 

Dowzer Elec. Machry Works, 510 S. First St., 190 

Foremost Elec. Co., 918 South Adams, 6-1317 

M & J Elec. Co., 308 Walnut St., 4-3922 

Richards Elec. Co., 517 S. 5th St., Baldwin 2-7154 

Hills Motors, 307 Ist Ave., Main 305 

Elec. Apparatus Co., 1724 7th Ave., 5-4170 

Rockford Elec. Equip. Co., 704 S. Wyman St., 4-8697 

Elec. Motor Shop, 203 E. Jefferson, 6524 

Dels’ Elec. Motor Serv., 2504 W. Grand Ave., ON 2-3530 

Sandner Elec. Co., 1005 W. Main St., 19 


Owens Elec. Co., 116 So. Madison Ave., 4351 
Swanson-Nunn Elec. Co., 420 So. East Eighth St., HA 5-3321 
Wayne Elec. Co., 213 West Brackenridge St., Anthony 9231 
G-E Service Shop, 606 W. Superior St., Anthony 3323 
Electro-Mechanical Prod., Inc., 1047 Taft St., TUrner 5-4789 
Hammond Elec. Co., 6036 Calumet Ave., Westmor 1-5400 
Christman Motor Repair, 1544 No. Jefferson St., 1600 

G-E Serv. Shop, 1740 W. Vermont St., Melrose 2-8471 
McBroom Elec. Co., 3301 N. Illinois St., WA 5-5347 

Kirby Risk Elec. Motors, Inc., 313 N. Third St., 2-8446 
Motorcraft, 1219 South Walnut St., AT 2-4272 

REMSCO, Inc., 1541 S. Ninth St., 2-3764 

Koontz Wagner Elec. Co., 516 N. Michigan St., CE 3-825] 


G-E Service Shop, 1039 State St., 5-0231 

Bartel's Elec. Mtr., 901 S. Main St., PL 4-7202 

Elec. Motors, Inc., 353 Second Ave., S.W., EM 3-8141 
Clinton Elec. Wks., Junction Highways 30 & 67, CH 3-2623 
Industrial Engrg. & Equip. Co., 702 Fishertown Rd., 3-9721 
Elec. Engrg. & Equip. 1202 Walnut St., AT 2-0431 

Pixler Elec., 17 Bluff St., 2-5297 

Electric Motors, inc., 126 Lafayette, 8-3669 

Zack Bros. Elec. Co., 306 2nd St. S.W., GA 4-3211 

Paul Elec. Co., 117 Fourth St., 5-1605 


Hilton Elec. Co., 122 E. Sherman St., Mohawk 2-5780 
Central Kansas Elec. Mach. Co., 912 W. North St., 7-0851 


Mears Elec. Co., 1227 E. Waterman, AM 2-3081 
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KENTUCKY 
Lexington United Serv. Co., 176 East High St., 4-1818 

Louisville G-E Service Shop, 3900 Crittenden, Twinbrook 6-0303 
Owensboro Owensboro Armature Wks., 609 Eost 14th St., Murray 3-9855 
Paducah England Elec. Serv., 123 Broadway, 2-2600 


LOUISIANA 
Alexandria Electric Motor Serv., 1123 Washington St., 2-5645 

Baton Rouge Capital Armoture Wks., 7620 Scenic Hgwy, Elgin 7-4867 
Lake Charles J & J Armature Works, 1612 First St., HE 9-8849 

Monroe Monroe Armature Wks., 2019 DeSiard St. 

Monroe Poulan's Elec. Co., 501 Morris Ave., FA 3-7701 

New Orleans G-E Service Shop, 2815 N. Robertson St., Valley 6651 

New Orleans New Orleans Arm. Wks., 2311 Tehoupitoulas St., Canal 9566 
New Orleans United Elec. Motors, Inc., 936 Girod St., Raymond 1194 
Shreveport Carl Pons Elec. Co., Inc., 3538 Mansfield Rd., 3-7193 
Lafayette Judice Elec. Mtr. Shop, Scott Road, CE 4-2849 


MAINE 


Brewer Page Elec. Engineering Co., Ellsworth Rd, RFD 5, 6333 
Lewiston Stultz Elec. Wks., 81 East Ave., 4-4411 
W estbrook Stultz Elec. Wks., 821 Main St., Ulster 4-2501 


MARYLAND 


Baltimore 
Hagerstown 
Sulisbury 


G-E Service Shop, 920 E. Fort Ave., Mulberry 5-6500 
Hagerstown Equip. Co., Memorial & Maryland, Regent 3-7600 
Salisbury Elec. Co., Delmar Rd., Salisbury 9310 


MASSACHUSETTS 


Boston Sandman Elec. Co., 660 Parker St., Highlands 2-7600 
Boston G-E Serv. Shop, 3960 Mystic Valley Pkwy., Mystic 6-9600 
Brockton Brockton Ind. Elec. Co., 456 N. Main St., Brockton 8736 
Cambridge Empire Elec. Co., 6 Portland St., Kirkland 7-6680 

Fitchburg Shepord & Parker, 27 Howard St., Fitchburg 3-3907 
Lowell White Elec. Motors, 430 Broadway, Glenvue 8-6336 

Lynn E. R. Sullivan, 22 Union St., Lynn 2-8124 

New Bedford Northern Electric Motor Co., 9 North St., Wyman 3-1100 
Pittsfield Elec. Supply & Repair Co., Inc., 164 Wahconah St., 2-1539 
Quincy Hancock Elec. Motor Serv., 455A Hancock, Granite 2-5789 
Springfield Associated Elec. Co., Inc. 521 State St., Republic 9-1078 
Springfield Elec. Motor Repair, 11-31 Park St., Republic 6-3684 

W orcester Bigelow Elec. Co., Inc., 128 Chandler St., Pleasant 4-4158 


MICHIGAN 


Adrian Lenawee Elec. Co., 833 Treat St., Colfax 5-7195 

Bottle Creek Commercial Elec. Co., 333 Hamblin Ave., Woodward 2-8789 
Bay City Smith Moynard Elec., 1108 N. Water St., Twinbrook 3-6516 
Detroit G-E Serv. Shop, 5950 Third Ave., Trinity 2-2600 

Detroit Jay Elec. Co., 5664 S. Jean Ave., Walnut 1-0400 

Detroit United Elec. Motor Serv., 13845 Elmira St., Texas 4-6966 
Flint Moore Bros. Elec. Co., 2602 Leith St., Cedar 2-2148 

Grand Rapids Clement Elec. Dist. Co., 223 Erie St. N.W., Glendale 6-727! 
Holland Hamilton Mfg. & Supply Co., P.O. Box 212, 6-6536 

Jackson Monorch Elec. Co., 4114 Page Ave., State 2-935! 
Kalamazoo Kalamazoo Elec. Mir. Serv., 658 E. Vine St., Fireside 5-7802 
Lansing Barker-Fowler Elec. Co., 506 N. Larch St., lwanhoe 4-4406 
Manistee Schimke Elec. Co., 316 Parkdale Ave., 1332 

Melvindale Brant & Strong Serv. 19105 Allen Rd., Dunkirk 3-6740 
Muskegon Whittaker Elec. Co., 231 Diana Ave., 6-2121 

Pontiac Hodges Mtr. & Pump Supply, 500 Auburn, Federal 2-7473 
Port Huron Flinchbaugh Elec. Co., 762 Water St., Yukon 5-7197 
Saginaw Henry Elec. Co., 1716 S. Jefferson, Pleasant 3-5457 

Sault Saint Marie Raineri Elec., 213 W. Portage Ave., Melrose 2-2612 

Sturgis Sturgis Elec. Mtr., 703 N. Centerville Rd., Box 255, Tel. 4 
Traverse City Northwestern Elec. Serv. Co., 428 E. Front St., 205 


MINNESOTA 


Duluth Mielke Elec. Wks., Inc., 922 E. Superior St., RA 4-8831 
Mankato Mankato Elec. Co., 120 Walnut St., 3269 

Minneapolis G-E Serv. Shop, 2025 49th Ave. N., JA 9-9502 
Minneapolis W. C. Jorgensen Co., 240 11th Ave., FE 8-838! 
Moorhead Horvick Elec. Motor Co., 305 Main Mhd., 3-1566 
Rochester E. T. Watkins Elec. Mtr. Serv., 209 S.W. 5th St., 5779 
Winona Lackore Elec. Mtr. Rep., Inc., 120 W. 2nd St., 3103 


MISSISSIPPI 


Hattiesburg Gandy Elec. Co., 1516 N. Main St., JU 4-5274 
Jackson Power Elec. Co., Inc., 1920 N. Mill St., 5-836) 
Meridian Peller Elec. Motor Service, 2125 Grand Ave., 2-328! 
Natchez Power Elec. Co., Inc., 418 Pine St., 5212 


MISSOURI 


Cape Girardeau Missouri Elec. Wks., South Highwoy 61, 5-6603 

Joplin Elec. Motor Supply, 215 Wall St., MA 4544 

Konsas City Hataway Elec. Motor Serv., 1819 McGee, HA 1-6440 
Konsos City G-E Service Shop, 3525 Gardner, Vi 2-9745 

Moberly Elec. Motor Serv., 515 Coates St., 196 

Springfield Wheat Elec. Co., 940 E. Trafficway, 5-1626 

St. Joseph McAdoo Elec. Co., 507 S. 7th, 2-1138 

St. Louis Commercial Elec. Mtr. Serv., 3121 Wash. Ave., JE 1-3327 
St. Louis G-E Service Shop, 1115 East Road, GE 6-4343 


MONTANA 


Billings Carburetor & Elec. Co., 504 N. 29th St., 2-2129 
Butte Johnston Elec. Shop, 212 S. Montana St., 2-4983 
Missoula industrial Elec. Co., 123 W. Alder St., 3-3723 

Great Falls Elec. Motor Serv., 903-——10th Ave. North, 4-4395 


NEBRASKA 


Beatrice Sprague Elec. Serv., 114 N. Third St., 252 

Grand Island Motor Engrg. Works, W. Highway 30, 147 

Hastings Hatten Elec. Serv., 206 W. 2 St., 2-2305 

Lincoln Colin Elec. Motor Serv., 127 S. 19th St., 2-7505 

Omaha Schneider Elec. & Equipment Co., 11048 Farnam, WE 5550 
Scottsbluff H. M. Brown Elec. Co., 706 S. Broadway, 1367 
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NEVADA 


Los Vegas Hank Elec. Motor Serv., 13 W. Charleston Blvd., DU 2-3450 
Reno Brown-Milbery, Inc., 322 N. Sierra, Box 1431, 
Fairview 2-5757 


NEW HAMPSHIRE 


Manchester Wright Elec., Daniel Webster Highway, N., National 4-4793 


NEW JERSEY 
Atlantic City David Park, New York Ave. & Absecon Bivd., 
Atlantic City 4-8058 
Harrison Applionce Motor Serv., 16 N. 3rd St., Humboldt 3-6676 
Neptune Pilot Elec. Co., 333 State Highway 35, Prospect 5-0121 
Newark Electric Motors & Parts Corp., 392 Clinton Ave., 
Bigelow 3-3918 
A. Bishop Elec. Motor Exch., 318 Commercial Ave., 
Kilmer 5-6446 
Newton Newton Elec. Motor Serv., Swartswood Rd., Newton 1420 
North Bergen G-E Service Shop, 600! Tonnelle Ave., Morket 34740 
Paterson Reliable Elec. Mtr. Repair Co., 19-21 California St., 
Armory 47756 
Pensouken M,N. Eisenhardt, 6001 Crescent Bivd., Woodlawn 4-6944 
Trenton S & M Elec. Mtr. Repair, inc., 28 Commerce St., 
Export 2-8713 


New Brunswick 


NEW MEXICO 


Albuquerque 
Carlsbad 


NEW YORK 


Albony Commodore Elec. Co., inc., 43-45 Liberty St., 4-9846 
Auburn Auburn Armature Co., 29! Grant Ave., 3-5388 
Binghamton Walter J. Rider Co., 320-326 Water St., 3-5329 
Bronx (NYC) Elec. Mtr. Serv. & Parts, 2231 Westchester, TAlmodge 3-031 4 
Brooklyn (NYC) Iinter-Boro Elec. Motor Co., 2970 Atlantic Ave., Midway 7-7200 
Buffalo G-E Service Shop, 318 Urban St., HU 5849 
Buffalo S & S Elec. Repair Shop, Inc., 2470 Seneca St., WO 1232 
Elmira ind’! & Domestic Elec. Motors, 1417 College Ave., 3-274)! 
Glens Falls J. T. Barnes Elec. Motor Serv., 49 Park St., 2-503! 
Islip Terrace (L.1.) A. Delta Elec., 50 Sunrise Highway, Juniper |-0732 
Jamestown Westburgh Elec., Inc., 100 East First St., 3-1722 
Kingston P. J. Gallagher, 17 Spring St., Kingston 3817 
Long Island City Motors & Armatures, inc., 25-10 38th Ave., Exeter 2-3523 
Mt. Vernon H. A. Schreck, Inc., 140 E. Third St., Mt. Vernon 68-1296 
N. Tonawanda industrial Motor Serv., 207 Vandervoort St., LU 4282 
Plattsburgh Manion Elec. Motor Serv., 7 Riley Ave., 574 
Pottsdam Tennant Elec. Motor Serv., Inc., 142 Maple St., 2827 
Poughkeepsie H. A. Schreck, inc., 70 Winnikee Ave., Globe 4-3560 
Rochester T. H. Green Elec., inc., 31 N. Water, HA 6-9840 
Schenectady Barrett Elec. Serv., Inc. 108-116 Henry St., DI 6-2291 
Syracuse M. H. Solmon Elec. Co., Inc., 952 W. Genesee St., GR 1-4430 
Troy Tri-State Elec. Motors, Inc. 351-55 Second St., AS 2-4250 
Utica Mather, Evans & Diehi Co., inc., 509 LoFayette St., 4-6165 
Watertown Person and Timmerman, 429 Arsenal St., 2127 
W. Hempstead Auth. Elec. Motor Corp., 506 Hempstead Tpke, 

Wwanhoe 6-5500 


NORTH CAROLINA 


G-E Serv. Shop, 2328 Thrift Rd., ED 4-1644 

Live Wire Elec. Co., 110 N. James St., 117 

Elec. Serv. & Sales, inc., 1421 Battleground Ave., BR 5-532! 
Greenville The Elec. Motor Shop, 400 Boyd Ave., Greenville 3170 
Laurinburg Elec. Equip. Co., 212 N. Main St., CR 6-214! 

Raleigh Elec. Equip. Co., 2526 Hillsboro St., TE 2-2039 

Rocky Mount Faulkner Elec. Serv., 820 Gold St., Rocky Mount 6-5863 
Wilmington Elec. Repair & Serv. Co., 107 S. Front St., 2-6811 


NORTH DAKOTA 


Minot Minot Motor Rewinding Co., 707 Fourth Ave., $.E., 2-0224 


OHIO 


Akron Hunnell Elec. Mtr. Repair Co., 621 S. High St., Portage 2-8646 
Ashland Smith Elec. Co., Seventh & Sherman St., 2-7671 
Athens Elec. Motor Serv., 102 W. Union St., 3-1521 
Cambridge Brill Elec. Mtr. Repair, 710 N. Sth St., 2-4111 
Carton Jackson-Boyley Elec. Co., 825 Navarre Rd., S.W.; 
Glendale 5-942! 
G-E Service Shop, 444 W. Third St., Garfield 1-1455 
Matlock Elec. Co., 1456 Harrison Ave., Grandview 1-4090 


Electric Serv., Inc. 1007 Bridge Blvd. S.W., 2-9447 
Industrial Elec. Co., 838 S. Canyon St., TU 7-1122 


Charlotte 
Goldsboro 
Greensboro 


Cincinnoti 
Cincinnoti 


LISTING CONTINUED 
ON FOLLOWING PAGE 
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AUTHORIZED 
MOTOR 


SMALL 





CONTACT YOUR G-E SMALL MOTOR 


SERVICE STATION 


SERVICE STATION TODAY! 





OHIO (Cont'd) 


Cleveland 


Cleveland 
Cleveland 
Cleveland 
Columbus 
Columbus 
Deyton 
Elyria 
Lancaster 
Lima 
Loroin 
Mansfield 
Marion 
Portsmouth 
Sandusky 
Springfield 
Toledo 
Youngstown 


OKLAHOMA 


Oklahoma City 
Tulsa 


OREGON 


Eugene 
Medford 
Portland 
Portland 
Salem 


George Baumgardner, 
Randolph 1-0958 

G-E Service Shop, 4966 Woodland Ave., Endicott 1-4464 

Hennings Elec. Co., 11106 Lorain Ave., Winton 1-9490 

United Elec. Mtr. Repair, Inc., 1830 E. 23rd St., Main 1-4380 

American Elec. Works, 191 N. Grant Ave., Copitol 4-9075 

G-E Service Shop, 2128 Eakin Rd., Broadway 4-113! 

M & R Elec. Motor Serv., 1516 E. Fifth St., Hemlock 6282 

Electrical & Mechanical Serv. Co., 600 W. St., 2742 

American Elec. Wks., 120 W. Sixth St., Olive 4-0072 

Art Elec. Motor Serv., 1701 E. 4th St., 9-3199 

Elec. Power Serv. Co., 214 Connecticut Ave., ATlantic 8-4133 

Phoenix Elec., 225 Central Ave., LAfayette 2-045! 

Osmum Elec. Repair, 846 N. Main St., 2-7011 

Brush Elec. Co., 1838 Vinton Ave., Elmwood 3-1920 

Sandusky Elec. Corp. 1516 Milan Rd., 2794 

Springfield Armature Wks., 110 N. Jackson St., Fairfax 3-7341 

G-E Service Shop., 405 Dearborn Ave., TAylor 3501 

G-E Service Shop, 272 E. Indianola Ave., Sterling 26852 


11610 Superior Ave., 


Jay's Elec. Serv. & Supply, 706 N. ew CE 2-7539 
All Elec. Co., 2439 E. Admiral Pi., WE 9-477 


Wheeler Elec., 820 1st. St., Diamond 5-9846 

Gage Electric, 112 N. Front St., Medford 2-2626 

G-E Service Shop, 2727 N.W. 29th. Ave., Capitol 8-7695 
G-E Small Motor Shop, 1752 S.E. Hawthorne, Belmont 6-0374 
Electric Motor Serv., 1005 S. 12th. St., Salem 3-3919 


PENNSYLVANIA 


Allentown 
Allentown 
Altoona 
Bradford 
Butler 
Canonsburg 


Chester 

Erie 
Greensburg 
Harrisburg 
Johnstown 
Lancaster 
New Costle 
Philadelphia 
Philade!phia 
Philadelphia 
Pittsburgh 
Pittsburgh 


Reading 
Scranton 
Williamsport 
York 

Kennett Squore 


G-E Service Shop, 668 E. Highland St., Hemlock 5-9501 
Curio Elec. Co., 825 S. Sth. St., Hemlock 2-9923 
Force Electric, Inc., 1814 Union Ave., 2-0978 
Bovaird & Co., 181 Main St., 714 
Dumbough Elec. Repair Shop, 567 W. Brady St., 
Kidder E'ec. Co., S. Central Ave., Ext., Box 206, 

Sherwood 5-4320 
B & H Elec. Motor Serv., 727 W. 7th. St., Chester 2-3405 
A. G. Nunamaker Elec., 3036 W. 12th. St., 3-7457 
S. E. Hodge Elec. Motor Serv., 522 Tremont Ave., 107 
Edwin L. Heim Co., 671 S. 19th. St., Cedar 2-8061 
G-E Service Shop, 841 Oak St., 61-215 
John F. Horting, 446 N. Concord, Box 332, Express 7-9763 
A. Servedio Elec. Mtr. Serv., 634 E. Washington, Oliver 8-804! 
G-E Service Shop, 1040 E. Erie Ave., Cumberland 9-0400 
John F. McCarthy, 719 N. 24th. St., Stevenson 7-3811 
Penn. Elec. Motor Co., 3080 Emarald St., Garfield, 6-9920 
G-E Service Shop, 6519 Penn. Ave., Montrose 1-1203 
Globe Elec. Repair Co., 23rd. & Gottschalk St., 

Sterling 1-2677 
General Engng. Co., Inc., 813 Walnut St., 
Scranton Elec. Const. Co., 430 Dix Court., Diamond 2-3152 
Prior & Salada Co., Inc., 231 Pine St., Williamsport 2-4629 
G-E Service Shop, 54 N. Harrison St., York 2-1013 
Robert S. Swanson, 443 S. Walnut St., Kennett Square 1128) 


7-1719 


Reading 3-5169 


RHODE ISLAND 


Pawtucket 
Providence 
W oonsocket 


New England Mach. & Elec. Co., 77 Bayley, Pawtucket 3-2540 
J & H Elec. Co., 200 Richmond St., Gaspee 1-7840 
Elec. Maint. & Eng. Works, 193 Railroad St., Popular 2-3871 


SOUTH CAROLINA 


Anderson 
Columbia 
Sumter 


W oodward-Stephens Co., Inc., 340 Tribble St., 
Rotureau Elec. Co., 1901 Main St., Al 4-7827 
Sumter Mach. Co., 103 Brooklyn Ave., Spruce 3-7321 


CA 5-2501 


SOUTH DAKOTA 


Aberdeen 
Rapid City 
Sioux Falls 


TENNESSEE 


Chattanooga 
Columbia 
Jackson 
Johnson City 
Kingsport 
Knoxville 
Memphis 
Memphis 
Nashville 


TEXAS 


Abilene 
Amarillo 
Amarillo 
Austin 
Beaumont 
Borger 


Nelson Auto Elec. Co., 309 S. First St., 3500 
Industrial Elec. Supply Co., 2330 W. Main St., 
Malloy Elec. Mtr. Repair, 307 E. 12th. St., 


FL 2-1017 
4-513) 


Chattanooga Arm. Wks., Inc., 1215 Duncan Ave., Madison 9-736] 
Middle Tennessee Arm. Wks., 1202 S. Garden St., EV 8-3672 
Townsend Elec. Co., 128 Gordon St., JA 7-8414 
Jones Elec. Co., Inc., 727 W. Walnut St., 3008 
Kingsport Arm, & Mtr. Wks. Inc., 323 E. Market St., 
Tenn. Elec. Mtr. Serv., 109 Jennings Ave., 5-3126 
Southern Elec. Co., 1089 Union Ave., 36-5545 
Tri-State Armature & Elec. Wks., 321 E. Butler, 37-8414 
Nashville Arm. Wks., 303 8th. Ave., South, AL 6-2546 


Cl 7-7189 


Brown's Elect. Serv., 910 Ouk St., OR 2-3998 

C & S Elect. Co., 1717 E. 10th St., 3-4898 

G.E. Jones Elect. Co., 212 N. Polk St., DR 2-5505 
Hamilton Elect. Co., 1306 Red River St., GR 8-3848 
ABC Armature Wks., 1347 Park St., 4-6241 


G.E. Jones Elect. Co., 403 E. 10th St., BR 3-296! 


TEXAS (Cont'd) 


Corpus Christi 
Corpus Christi 
Dalles 

Dallas 

El Paso 

Ft. Worth 
Golveston 
Houston 
Houston 
Lubbock 
Marsholl 
McAllen 
Midland 

Port Arthur 
San Angelo 
San Antonio 
Sherman 
Texorkana 
Tyler 
Victoria 
Waco 
Wichita Falls 


UTAH 


Ogden 
Richfield 

Salt Lake City 
Salt Loke City 


VERMONT 


Burlington 
White River Junction 


VIRGINIA 


Arlington 
Danville 


Lynchburg 
Norfolk 
Richmond 
Richmond 
Roanoke 
Staunton 
Hampton 


Bradley's Motor & Arm. Wks., 1920 N. Port Ave., 
G-E Service Shop, 115 Busse St., TU 4-3302 

G-E Service Shop, 3202 Monor Woy, Fl 2-7587 
W. M. Smith Llect. Co., 3200 Grand Ave., HA 8-4606 
Elect. Motor Co., 1517 Wyoming St., 2- 2 

Central Elect. Co., 712 N. Main St., ED 5-1368 
Elect. Supply of Galveston, Inc., 2310 Mechanic St., 
G-E Service Shop, 5534 Harvey Wilson Dr., WA 
Oliver Arma. Wks., 612 Live Ook St., CA 2-9271 
W. M,. Smith Elect. Co., 1911 Clovis Rd., PO 5-6348 

Rudd Motor Co., 109 E. Burleson, WE 5-5282 

McAllen Arma. Wks., 617 Beaumont Ave., MU 6-6651 

G-E Service Shop, 3404 Bankhead Highway, MU 2-7072 
Johnston Hughes Armature Wks., 2619 Seventh, YU 3-6207 
Central Elect. Co., 218 N. Chadbourne St., 6524 

San Antonio Arma. Works, 637 N. Flores St., CA 7-8802 
Duke Elect. Co., 524 W. Houston, 291 
Thompson Elect. Co., 1307 W. 7th St., 
J& J Arm. Wks., 403 E. Erwin St., 
Elect. Mach. & Supply Co., 1509 Port levaca Dr., 
Caldwell Elect. Co., 1728 Franklin St., 3-7151 
Elect. Motor, Div. United Elec., 500 Galveston St. 


TU 2-8891 


5-6351 
3-2551 


8 

3-9961 

4-418 

Hi 3-7604 


7 -8333 


Elect. Motors, Inc., 249 Washington Bivd., 6463 

Utah Elect. Supply Co., 50 West First North, 189 
G-E Service Shop, 301 S. 7th West, EM 4-1891 
Utah Elect. & Motor Co., 630 S. State St., DA 8-8151 


Metevier Motor Serv., 
T&L Elect. Co., 


226 North St., 


University 4-4365 
Inc., Mountain Rd., 8 


Garrett Arma. Co., 4808 Lee Highway, JAckson 7-1813 

Parrish & Johnson Elect. Co., Inc., Riverside Dr. & Mt. Cross Rd; 
Swift 2-4711 

Elect. Serv. Co., 700 Sth St., 2-2395 

Caddell Elec. Co., 245 Court St., Madison 2-5654 

Electri. Equip. Co., inc., 9-13 W. Main St., Richmond 7-2647 

G-E Service Shop, 1403 Ingram Ave., Richmond 2-6733 

Riles Arma. Winding, 521 Rorer Ave., S. W., 3-6401 

Staunton Elect. Co., 26 S. Jefferson St., 5-4161 

Peninsula Elec. Motor Serv., Inc., 1428 Kecoughtan Rd., 
Newport News 4-2955 


WASHINGTON 


Bellingham 
Ephrata 
Everett 
Pasco 
Seattle 
Spokane 
Tacoma 
Vancouver 
Wolla Walla 
Wenatchee 


Mac & Mac Elect., 1310 Indian St., Bellingham 853 

Gardner Elect., 1007 B., S. W., Ephrata 4-2271 

Indust. Elect. Supply, 2701 Hewitt Ave., Bayview 3129 

Tri-Co, Elect., 1716 West A., Li 7-3532 

G-E Service Shop, 3244 Ist Ave. S., Seneca 8300 

G-E Service Shop, S. 155 Sherman, Riverside 7-1055 
Gustafson-Newmish, 1956 Jefferson Ave., Market 7-4420 
Handy Elect., 1318 Main St., Oxford 4-2171 

Harold Elect., 211 E. Alder St., Walla Walla 300 

Indust. Elect. Supply, 301 N. Wenatchee, Wenatchee 3-4756 


WEST VIRGINIA 


Bluefield 
Charleston 
Huntington 
Morgantown 
Porkersburg 
Wheeling 


WISCONSIN 


Appleton 
Green Bay 
LaCrosse 
Madison 
Milwaukee 
Milwaukee 
Oshkosh 
Racine 
Sheboygan 
Wausau 


WYOMING 


Casper 
Cheyenne 


HAWAII 


Honolulu 


Hart Elect. Shop, Rt. 52 South-P. O. Box 3237, DA 7-7407 
G-E Service Shop, 306 McCorkle Ave., Dickens 6-9428 
Lowter Elect. Motor Co., 314 Twentieth St., 3-2134 

Golis Elect. & Mach. Co., DuPont Rd., 4668 

McHenry Elect. Co., 1604 Lynn St., P. O. Box 589, GA 2-0931 
Warwood Arma. Repoir Co., 7th & Hazlett Ave., Warwood 388 


G-E Service Shop, P. O. Box 83, RE 4-6586 

Beemster Elect. Co., 133 N. Broadway St., HEmlock 7-3238 
Lackore Elec. Mtr. Rep., Inc., 111 Main St., 2-7635 

Elec. Mtr. Serv. Co., 323 E. Wilson St., AL 6-6724 

G-E Service Shop, 940 W. St. Paul Ave., BRoadway 1-5000 
Heating Parts Exch., Inc., 1351 W. North Ave., LOcust 2-3990 
W. W. Elect. Sales & Serv., 819 15 St., STanley 3179 

Lake Shore Elect. Co., 542 State St., 

Honald & LaPage, Inc., 1128 S. 11th St., 

Snapp Elect. Wks., 416 Grand Ave., 2-1031 


Elect. Serv., Inc., 
Elect. Motor Co., 


1120 East “B” St., 2-7366 
1019 East Lincolnway, 3-3677 


W. A. Ramsey Co. (American Factors Ltd.), Box 1721, 
1020 Auahi St., 5-5941 
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Oil Burner Servicing Gauges 


(Continued from page 97) 

valve, the pump will be able to maintain safe, 
dependable pressure to the nozzle. The service- 
man may not actually know whether the overage 
is one or 10 gallons per hour, but he does know 
that there is some unused capacity if he can in- 
crease pressure 30 pounds above the operating 
level without putting the fire out. The test de- 
scribed above is sufficient for this. It is necessary 
to know only that the pressure is high enough for 
good spraying and that the cutoff valve is held 
dependably off its seat. 

If the serviceman wants to know the real extent 
of wear of the pump, it will be necessary to go a 
little deeper into the pumping system. If the fuel 
unit is operating single-pipe from a higher supply 
source, the correct procedure is to convert it 
temporarily to a two-pipe operation. 


= In full-time two-pipe operation, the return line 
is connected back to the tank, so that all bypassed 
oil will be returned, instead of circulating locally 
in the unit. For the purpose of this test the return 
outlet can be allowed to discharge into a pail or 
other container (see Fig. 2). A piece of % or 12- 
inch copper tubing can be used. The pressure 
gauge is installed in the vent-port of the regulat- 
ing valve. The switch from one-pipe to two-pipe 
is usually made by installing a %-inch pipe plug 
in the internal bypass, or by changing the position 
of the strainer cap. 

With the burner running normally and with 
fire in the combustion chamber, the return dis- 
charge should then be watched. If the pump is in 
good condition, the return stream will be solid, 
at least as thick as a pencil, with the pressure set 
at 100 pounds. By turning the pressure screw in- 
ward, the fire will be increased, pressure will rise, 
and the return stream will be decreased a little. 
Part of this reduction will result from extra oil 
going to the nozzle; the remainder will result be- 
cause, at the higher pressure, there will be more 
oil bypassing across the gear surfaces in the pump. 
With a partly worn pump the decrease would be 
more noticeable. 


s If there is a solid stream of oil from the return 
port all the way up to the highest pressure, the 
pump gears are in good condition. There is little 
internal wear in the pump itself. If the cutoff 
valve remains open throughout the test, without 
showing signs of reducing or cutting out the fire, 
it likewise can be considered good. This is the way 
a new fuel unit behaves. 

If the return stream decreases rapidly as pres- 
sure is increased, the trouble may be due to pump 
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wear, or it may be due to inability to get oil from 
the supply line. There may be an obstruction on 
the supply side of the system. This might be in- 
dicated by cloudiness in the discharged oil as a 
result of entrained air being released under 
vacuum at the inlet side of the pump. Such a con- 
dition could be caused by a clogged strainer or 
filter. Pump testing should be done only with a 
clean strainer and a fresh filter cartridge. 


s At this point a serviceman should also use a 
vacuum gauge to learn about conditions at the 
inlet side of the pump. This is good procedure, 
in that it points out just how much resistance the 
pump is operating against in order to receive its 
oil from the supply source. This is the chief 
reason for using the vacuum gauge: to measure 
the suction line resistance and the pump’s ability 
to overcome it. 

For a complete test of the pump, independent 
of such resistance, it should be connected to a 
new source of oil, the bucket which was filled 
while watching the discharge from the return 
port (see Fig. 3). Two or three feet of copper 
tubing should be used and a gate valve installed 
at the pump inlet for throttling purposes. The 
vacuum and pressure gauges should remain in 
position on the fuel unit. 

The burner should be operated as before and 
adjusted for a pressure that will produce a reason- 
able fire in the chamber. The vacuum gauge will 
barely flicker from its zero line, because the lift 
will usually be less than a foot from the supply 
level. The pressure gauge will respond as before, 
and the return stream will be the same. 

With the above tests performed, the serviceman 
will have the whole supply and circulation system 

(Please turn to page 168) 


(4 











Fig. 4 shows a method of testing for air leaks in the 
suction system. Leaks are indicated by a flickering and 
slow surges on the pressure gauge (A), a fluctuating fire 
B), or intermittent grinding or growling in the pump. 
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“We chose 3AM Steel Pipe 
because of its performance record’ 


...Says Mr. William T. Cavanaugh, General Foreman 
John E. Green Plumbing & Heating Company, Highland Park, Michigan 


**Borroughs Corporation required above-standard, 
competitive-priced steel service piping at its new Build- 
ing #4 of the Plymouth, Michigan, Manufacturing and 
Engineering Division,” stated Mr. Cavanaugh. “The 
intricate production of new electronic and electro- 
mechanical equipment dictated it, because any mal- 
function of the service piping could seriously impede 
the production effort of the entire plant. 

“After examining the performance records of vari- 
ous piping products in similar plants, we concurred 
on using SPANG CW and Lapweld Steel Pipe. It will 
be used for domestic hot and cold water supply, 
natural gas, steam and condensate lines, sprinkler 
systems and compressed air lines. 


John E. Green Plumbing & Heat 
ing Company’s General Foreman, 
William T. Cavanaugh, reports 
SPANG Pipe was specified after 
comparing delivery and perform- 
ance records of other ‘pipe in 
similar installations. 


Painters apply protective finish 
to piping installation. SPANG CW 
Steel Pipe serves water, gas, 
steam, sprinkler and compressed 
air lines at the Burroughs Plant. 


“This SPANG Pipe must be impervious to severe 
weather conditions, structural stresses and under- 
ground faults. From previous experience with SPANG, 
we know that their standards of production guarantee 
such performance. 

“SPANG Pipe is also used at four other Burroughs 
plants in the Detroit area because of its high tensile 
strength, good interior and exterior finishing and its 
adaptability to machining and bending. Its corrosive- 
resistant qualities are above standard, and we have 
been pleased with the delivery schedules, especially 
on rush orders.” 


SPECIFY SPANG AND GET QUALITY 


Performance records like this can be yours, too, with 
SPANG Steel Pipe. The quality-controlled manu- 
facturing and careful testing and inspection of the 
finished pipe before shipping assure you of a top- 
quality product for every type of piping installation 
Your nearby SpPANG Distributor is ready to serve you. 
Call him about your next job. 


SPANG-CHALFANT SANS 
DIVISION OF THE NATIONAL SUPPLY COMPANY 

General Sales Offices: Cw STEEL PIPE 
Two Gateway Center, Pittsburgh, Pa. 


District Sales Offices: Atlanta, Boston, Detroit, Houston, New York, 
Philadelphia, Pittsburgh, San Francisco, St. Louis 





Straight-Flow Port Design re- 
duces fluid turbulence to a 
practical minimum. 





Seat Rings of end-seated type 
are screwed into the body. 





Sure-Grip Malleable Handwheel 
for non-skid gripping even with 
heavy gloves. 


Brass Liner on Glands assures 
greater resistance to corrosion 
and scoring. 





WALWORTH 





iron body gate valves 


with screwed or flanged ends 


For complete information on these 
new Walworth Iron Body Valves, see 
your local Walworth distributor, or 
write for bulletin 106. 


WALWORTH 


valves and fittings 


60 EAST 48nd STREET 


DISTRIBUTORS IN PRINCIPAL CENTERS THROUGHOUT THE 


NEW YORK 17, N. Y. 


WORLD 





T-head Disc-to-Stem connection 
on OS&Y types provides 
stronger connection, prevents 
loosening of disc by corrosion. 
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Bronze Back-Seat Bushings in 
bonnets of OS&Y valves. 


Solid Web Type Disc in © 
valves for greater stren7i.: 
longer service. 








Hinged Gland Eye-Bolts on 
OS&Y valves permit faster: 
easier repacking under (ui! 
pressure. 
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Little Giant Unit Heaters 
Universal heating elements, 34 models 
34,000 to 681,007 Btu. IUHA Sound rated 
Publication 402 














e Name to Go Buy 
Unit Heaters 





bitt offers the broadest line of industrial unit heaters 
hed for range of sizes and capacities, versatility, and 


A product is no better than 
the reputation of its maker 
... and Nesbitt unit heaters 
reflect 40 successful years. 


Gas-Fired Unit Heaters 
Seven models, 400 to 2900 cfm 
5.000 to 200,000 Btu/hr. input 


Publication 280 


Giant Unit Heaters 

Twelve basic sizes, choice of 

1) heating elements, for large 
capacity heating and/or ventilating 


Publication 404 


MADE AND SOLD BY JOHN J. NESBITT, INC., PHILADELPHIA 36, PA. SEND FOR PUBLICATIONS 


Domestic ENGINEERING, SEPTEMBER 1957 





Oil Burner Servicing Gauges 


(Continued from page 163) 


in his hands. He need not be troubled with any 
doubts about stoppage or leakage in the supply 
line. Any troubles that showed up now would be 
in the fuel unit or in the few feet of tubing he 
was using to supply it. Once the serviceman has 
cleared out the initial air from the unit the return 
stream should be clear and steady. 

Now suppose he sees a train of small bubbles 
appearing steadily or intermittently in the return 
stream. These indicate that air is entering the 
system. It would have to come in on the suction 
side through some opening under the small 
vacuum caused by the lift from the bucket. The 
opening may be at the tubing fitting, around the 
valve packing gland, at one of the pipe threads at 
the valve, or at the vacuum gauge. These should 
be checked, and if necessary, repaired. 

The pump shaft seal could be considered, al- 
though most modern fuel units place the pump 
seal on the return side of the system so that air 
is not drawn in when the unit is connected for 
two-pipe operation. If the leak is anywhere in the 
suction side of the pump itself, the amount of air 
drawn in would be increased if vacuum were in- 


A 
SAI i S Al 1 \ schemes designed for its complete 
line of colors has been introduced 


help 


contractors merchandise colored 


KR RRR Re Re ee KK KKK KK 


creased. This is easy to test by throttling the hand 
valve slowly. As the vacuum needle goes up, more 
and more air will appear in the return stream. 
Above 15-inch vacuum there will begin to be 
some cloudiness in the stream. This will indicate 
the release of air from the oil on the suction side. 

For observation purposes air can be introduced 
into the suction side by cracking open the tub- 
ing fitting slightly, or by loosening the vacuum 
gauge. This will allow the serviceman to notice 
the effects at two points: the pressure gauge and 
the return stream. Any large surge of air bubbles 
will cause the gauge to flutter and dip, and the 
bubbles will appear in the returned oil. 


« The pressure gauge will respond to any change 
made in regulating the spring tension. As long as 
there is oil coming out of the return port, and the 
cutoff valve remains open, it will show what is go- 
ing on in there. At certain critical points there 
may be some flickering. This will indicate chatter 
or partial seating of the cutoff valve, or the return 
stream may be tapering off to a dribble. Here the 
serviceman is making a test in which he can see 
certain results. In many on-the-job tests he will 
not be working with a disconnected suction and 
(Please turn to page 193) 


Bathroom Color Schemes 


series of bathroom color 


by American-Standard to 


bathroom fixtures. The sales aid, 


Closet Tank Valve Card 

A colorful counter or window 
display card for its thermostatic 
closet tank supply valve is being 
offered to contractors by Kohler. 


The card measures 10 by 13 in. and 
has a cut out portion for insertion 
of the valve. With the valve in 
place, customers can see by means 
of a simplified diagram how the 
valve works. The card is equipped 
with an easel. 

Issued by: Kohler Co., Kohler, 
Wis. 


Merchandising Kit 

Eljer is offering dealers a com- 
plete kit which groups information 
on all its sales helps into one com- 
pact portfolio. Included in the kit 
are flyers describing point-of-sale 
items such as outdoor signs, job in- 
stallation signs, floor displays and 
ad reprints. Other sections con- 
tain descriptions of consumer fold- 
ers, literature discussing decals and 
catalogs and descriptions of a new 
series of TV film strips. 

Issued by: Eljer Div., The Mur- 
ray Corp. of America, 3 Gateway 
Center, Pittsburgh 22. 


Nmmacee- Stoatart Cc olbt Stat 


made up of four hard-cover books 
containing the decorating schemes 
plus a display rack, features 40 
bathroom schemes, five for each of 
the company’s eight colors. Each 
component of the room is repre- 
sented with material samples in 
the shade and texture to be used 
in decorating the bath. Manufac- 
turers of materials used, color 
names and approximate costs, 
when possible, are listed. 

Issued by: American Radiator & 
Standard Sanitary Corp., Plumbing 
and Heating Div., 40 W. 40th St., 


New York City 18. END 
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Satisfy EVERY Water Need PROFITABLY 
with America’s FASTEST GROWING Line 


With the AURORA LINE you hit the jackpot. Top Quality at 
a Competitive Price — a full range of types and sizes for ALL 
situations — advertising and marketing aids — plus engineer- 


SERIES BTHS 
3,500 RPM 


SELL 


TURB-O-MATICS 


INSTALL ing soundness and brilliant performance that creates and holds 
SERVICE GOOD WILL. Make it Pay. Grow the Aurora Way. 








: AURORA TURB-O-MATICS 
SERIES ATLS 


P These shallow well units are completely automatic, compact, efficient, 

1,750 RPM quiet and lasting. Close-coupled and flexible coupled units, with or 
without tanks. Excellent on levels down to 20-25 feet. 1,750 and 
3,500 RPM. '/, thru 3 HP. Capacities to 3,000 GPH 


AURORA Maintiner JETS 


A line of shallow and deep well jets for single or twin pipe installa- 

tions. Readily Convertible Shallow to Deep Well. Precision built — 

MAINLINER all-bronze venturi tube and nozzle. Rust resisting metals assure many 
SHALLOW WELL year satisfaction. '/, HP thru 3 HP. Capacities to 7,000 GPH. 


AURORA Star-Liner JETS TYPE DSS 


This sensational NEW packaged series comprises Single Stage Shallow SUBMERSIBLE 
Well, '/ and '/2 HP; Single Stage Convertible units, '/) and '/, HP; 
Single and Multi-Stage Convertible units, '/, HP thru I'/, HP. All are 
available as (a) Pump only, (b) Unit mounted on 13 or 30 gal. tank 
or (c) Unit with 6 gallon operating tank. For trouble-free installation 
MAINLINER and outstanding performance they cannot be beat. Capacities to 
DEEP WELL Aine Ses. 


AURORA Submersible PUMPS STANDARD 


TYPE DSM 

The most advanced of the submersibles. Highest standards of ma- 
terial quality and precision. Lasting Nylon bearings in each stage 
are retained in solid brass walls — there can be NO DISTORTION. 
Pump-motor assembly is rigid to insure true operating unity, Motors 
are U.S. Electric. For 4” and larger wells. Capacities to 2,100 GPH. 
Water levels to 400 feet. Easy one-pipe installation. Noiseless, freeze- 
proof, out of the way. '/; HP thru I'/2 HP. 


AURORA CELLAR DRAINERS 
MAINLINER 


Modern — automatic — electric. In Submersible or Standard types. 
GAS ENGINE DRIVE Ready to plug in. '/; HP — Capacities to 3,700 GPH at 1,750 RPM. 
Designed to deliver notable long time performance. 


CONTRACTOR PUMPS 


These amazing many-purpose pumps are available in close-coupled 
for gas engine drive and flexible coupled or V-belt motor drive. 
They are self cleaning. Have replaceable wear plates to prevent 
housing wear from abrasives. Quick priming. They make the water 


behave the way you want, quickly and inexpensively — and are LONG 
STAR-LINER SHALLOW WELL LASTING. 


SY3NIVUG YV1199 








MAINLINER JETS 








CLOSE-COUPLED 


Why Wait — Get the Facts NOW — 
TODAY! 


You'll be enthused over the profit possibilities offered by this 
comprehensive line of Aurora water handling units. Each a 

STAR-LINER CONVERTIBLE LEADER. Each a WINNER. All are products of an organiza- 
tion devoted EXCLUSIVELY to the building of fine pumps, Your 
inquiry will receive our prompt attention. 


STAR-LINER JETS 
SdWNd YOLIVYLNOD 








pores DEALERS and DRILLERS 
SUBMERSIBLE See Your AURORA DISTRIBUTOR 
PUMPS or WRITE for FACTS 


GROW 
AURORA PUMP owiisiox 


THE YORK AIR BRAKE COMPANY WITH 
dined AURORA 


FLEXIBLE COUPLED 


SUBMERSIBLE 








70 LOUCKS STREET ° AURORA > ILLINOIS 
EXPORT DEPARTMENT —Agrera, IIlincis—Cable Address “MYABINT’ 
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SPACE HEATERS ¢ WALL HEATERS r ENICO,. inc. 


FLOOR FURNACES NASHVILLE 9, TENNESSEE 
UNIT HEATERS 


CENTRAL HEATING AND AIR CONDITIONING bes Ke Lop ( ‘ hi a for the Medic 4 | 
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TIOFEMAN. 


THE COMPLETE LINE of VENTING VALVES 


STEAM OR WATER —RADIATORS — CONVECTORS 


BASEBOARDS — MAINS — UNIT HEATERS— PROCESS WORK 
Write for Complete Catalog 








CONVECTOR STEAM VE 





STEAM 
UNIT HEATER 























THERE'S A NEW TREND 





IN PLUMBING FIXTURES 


et 
1 * 

“Vy 

' 


- 





COMPLETE U/R LINE 


meets every 


Whether the tnatallation tia in 
achoola or other tiatitutional in 
dustvial or eommerelal building, 
there's a U/ RR urinal eapeeially de 
signed for the applieation 

Every professional requirement 
ean be met by Universal«Rundle’s 
vitreous china urinals, Available 
models include full stall and half 
stall urinals for use with exposed 
ol concealed flushomete ol flush 
tank, half stall blowout for use with 
exposed or concealed flushometer, 
and flat back wall hung models for 


\iae With fuahometer or Muah tank 
Mov multiple full stall inetallationa, 
A Vilveduae China seam Cover ta 
available in O44” and 74a” widthe 
All U/R urinals ave available in 
U/R eolors as well as the whitest 
white, Flush tanks are available in 
white only 

You are invited to see yout 
wholesaler and write for the new 
U/R catalog showing the complete 
line of the World's Finest Plumbing 
Fixtures. Universal-Rundle Corp., 
497 River Rd., New Castle, Pa. 


THE WORLD'S FINEST 
PLUMBING FIXTURES BY 


Universal: Rundie 


Plants in Camden, N. J.; Milwaukee, Wise.; New Castle, Pa.; Redlands, Calif.; Honde, Texas. 
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For Specifications 
of Entire Line, write 
for New U/R Catalog 


The Challenge —Blowout urinal with 1% 
top spud for use with concealed flush- 
ometer. Features extended shields, integral 
flush spreaders and strainer 


The Celtic One-piece half atall urinal with 
44 fap apud far wae wilh exposed tual 
ameter, Featwrea intearal Tuahing fim 


atiainer and Wap 





The Cordova with tank — One-piece full stall 
urinal, with %4” top spud for use with flush 
tank. Can be installed singly or in batteries. 
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manMapots n ana 


SOLD ONLY THROUGH LEADING WHOLESALERS OF HEATING AND PLUMBING EQUIPMENT 


REMODELING CALLS 
"PRACTICAL" MATEFYAL 
SELECTION... 











AND NATIONAL PIPE 


IS BY FAR 
YOUR BEST BUY! 


‘ 





Nv RNIZING exiating facititiea’ Then you ll want the 
that gives the mast service far every dallar yau u 
in theand that's NATIONAL Steel Pipe Whether you 
faible OF fenavating present hat water ar tea heating 
ayateiia, fire Oontral and plume tine 
ayatenia, NATIONAL Bteel Pipe will provide the hind af depen 
hie, trouble free servine you are proud to pe 
ruatoniere 

Furtherneare, NATIONAL Pipe makes your job easier Ht enile 
and bende well, threads and cute easily, and makes sound 
joints —just a few of the advantages that ake NATIONAL Pipe 
the predominant choice of arehitects, engineers, and plumbing 
and heating contractors across the country, and make it the 
largest selling pipe in the world 

This year, be sure to get the most for your pipe dollar by 
using ‘“NATIONAI for every installation, Write for further 
information to National Tube Division 
United States Steel Corporation, 525 
William Penn Place, Pittsburgh 30, Pa 


NATIONAL TUBE DIVISION, 
UNITED STATES STEEL CORPORATION, PITTSBURGH, PA 


COLUMBIA-GENEVA STEEL DIVISION, SAN FRANCISCO 
PACIFIC COAST DISTRIBUTORS 


UNITED STATES STEEL EXPORT COMPANY, NEW YORK 





d 
—@ NATIONAL PIPE 
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CONTRACTORS * WHOLESALERS * MANUFACTURERS 


CONTRACTOR ASSNS. 


Nov. 10-15—ASSE—Annual meet- 
ing of the American Society of Sani- 
tary Engineering; Lauderdale Beach 
Hotel, Fort Lauderdale, Fla. 


Nov. 16-18—RACCA—Annual con- 
vention of the Refrigeration and Air 
Conditioning Contractors Assn.; Drake 
Hotel, Chicago. 


Jan. 13-15 (1958)—NARDA—Annu- 
al convention of the National Appli- 
ance and Radio-TV Dealers Assn.; 
Conrad Hilton Hotel, Chicago. 


Jan. 27-29 (1958) —ASHAE—Annual 


CONTRACTOR ASSNS. 


Sept. 27-29 — Maryland — Annual 
convention of the Associated Plumb- 
ing Contractors of Maryland; Com- 
mander Hotel, Ocean City. 


Illinois—Annual 
Illinois Assn. of 
Hotel Pere 


Jan. 20-23 (1958) 
convention of the 
Plumbing Contractors; 
Marquette, Peoria. 


Feb. 10-12 (1958)—Ohio—Annual 
convention of the Ohio State Assn. of 
Plumbing Contractors; Onesto Hotel, 
Canton. 


Feb. 13-15 (1958)—Minnesota—An- 
nual convention of the Minnesota 
Assn. of Plumbing Contractors; Hotel 
Nicollet, Minneapolis. 

Mar. 10-11 (1958)—Nebraska—An- 
nual convention of the Nebraska 
Plumbing and Heating Contractors 
Assn.; Lincoln Hotel, Lincoln. 


Mar. 19-20 (1958)—Maine—Annual 
convention of the Maine State Assn. 
of Plumbing Contractors; Eastland 
Hotel, Portland. 


174 


. . . National 


meeting of the American Society of 
Heating and Air-Conditioning Engi- 
neers; Penn-Sheraton Hotel, Pitts- 
burgh, Pa. 


May 20-23 (1958)—MCAA—Annual 
convention of the Mechanical Con- 
tractors Assn. of America; Hotel Am- 
bassador, Los Angeles. 


June 23-26 (1958)—NAPC—76th an- 
nual convention and exposition of the 
National Assn. of Plumbing Contrac- 
tors; Los Angeles. (Site of exposition 
and convention hotel not yet de- 
termined; it will be published when 
available.) 


... State 


Apr. 17-19 (1958)—Indiana—Annual 
convention of the Indiana Assn. of 
Plumbing Contractors; Hotel Severin, 
Indianapolis. 


Apr. 17-19 (1958) — Iowa — Annual 
convention of the Iowa Assn. of 
Plumbing Contractors; Blackhawk 
Hotel, Davenport. 


Apr. 18-19 (1958)—Virginia—Annu- 
a! convention of the Virginia Associ- 
ated Plumbing and Heating Contrac- 
tors; Hotel Roanoke, Roanoke. 


Apr. 24-26 (1958) — Washington — 
Annual convention of the Associated 
Plumbing and Heating Contractors of 
Washington, Inc.; Davenport Hotel, 
Spokane. 


May 1-3 (1958)—Michigan—Annual 
convention of the Michigan Assn. of 
Plumbing Contractors; Pantlind Hotel, 
Grand Rapids. 


May 6-8 (1958)—California—Annu- 
al convention of the Associated 
Plumbing Contractors of California: 
Statler Hotel, Los Angeles 


WHOLESALER ASSNS. 


Sept. 15-18—AlI—Annual conven- 
tion of the American Institute of Sup- 
ply Assns. (formerly the American 
Institute of Wholesale Plumbing & 
Heating Supply Assns.); Waldorf-As- 
toria Hotel, New York City. 


Oct. 23-25—CSA—Annual meeting 
of the Central Supply Assn.; Palmer 
House, Chicago. 


Nov. 16-18—ACRW—Annual meet- 
ing of the Air Conditioning and Re- 
frigeration Wholesalers; Sheraton Ho- 
tel, Chicago. 


Nov. 18-20—NHACWA—Fall con- 
vention of the National Heating and 
Air Conditioning Wholesalers Assn.: 
Morrison Hotel, Chicago. 


Jan. 20-21 (1958)—PHWNE—Annual 
convention of the Plumbing and Heat- 
ing Wholesalers of New England; Ho- 
tel Statler, Boston. 


Feb. 20-22 (1958)—WDA— Annual 
convention of the Wholesale Distribu- 
tors Assn.; Gunter Hotel, San Antonio, 
Tex. 


Mar. 30-Apr. 1 (1958)—SWA—An- 
nual convention of the Southern 
Wholesalers Assn.; Palm Beach Bilt- 
more Hotel, Palm Beach, Fla. 


Apr. 13-15 (1958)—MAWA—Annual 
convention of the Middle Atlantic 
Wholesalers Assn.; Chalfonte-Haddon 
Hall, Atlantic City, N. J. 


MANUFACTURER ASSNS. 


Sept. 10-11—PBI—Fall meeting of 
the Plumbing Brass Institute; Greater 
Pittsburgh Airport, Pittsburgh, Pa. 


Sept. 16—SPMA—Annual conven- 
tion of the Sump Pump Manufacturers 
Assn.; Belmont Plaza, New York City. 


Sept. 17-18—BRI—Fall meeting of 
the Building Research Institute plas- 
tics study group; Washington Uni- 
versity, St. Louis. 


Sept. 17-19—AMCA—Fall meeting 
of the Air Moving and Conditioning 
Assn.; The Greenbrier, White Sulphur 
Springs, W. Va. 


Sept. 23—TSMA—Annual meeting 
of the Toilet Seat Manufacturers 
Assn.; Belmont Plaza, New York City. 


Sept. 24-26—NIWKC—Annual con- 
vention of the National Institute of 
Wood Kitchen Cabinets; French Lick- 
Sheraton Hotel, French Lick, Ind. 


Oct. 3-5—PEI—Annual meeting of 
the Porcelain Enamel Institute; The 
Greenbrier, White Sulphur Springs, 
W. Va. 

(Please turn to top of page 180) 
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For a 
baseboard job 
that’s right, 
install 
KEENEY 


OMATIC 
TAMBER 
ENTS 


You get Keeney’s famous top- 
performing No. 14 Duovent plus 
air chamber. 














® Chamber creates high point for col- 
lection of air 





® Readily accessible from any angle, 
no screwdriver needed 


® Automatic venting is factory-set, no 
adjustment needed 


@ 3 sizes meet any job requirement 








Ask your wholesaler... he should have 
Keeney Duovents in stock. 


MILLIONS OF DUOVENTS 
IN SUCCESSFUL OPERATION 


THE KEENEY MANUFACTURING CO. 


NEWINGTON, CONNECTICUT 


Follow the leader — KEENEY 
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NEW END OUTLET BATHTUB 


ee Oe ee - ed 0) 9-0 Ol | ©] OP) 


--An Immediate Hit with Leading Architects, Builders and Plumbing Contractors! 


6. HIGH TILING-IN FLANGE 
CONNECTED 
WASTE AND 
OVERFLOW 


7. WIDE, 
SAFE SEAT 


END OUTLET 
DESIGN 





- RAISED . = = 7 5. STRAIGHT 
BOTTOM ee ~ APRON 

BOTTOM 
AND ENDS 





SOUND-DEADENING UNDERCOAT 4. STURDY FRAMEWORK 


The HUNTINGTON, Models $-2650 (Right-Hand Drain) and S-2651 (Left- 
alelate| Porcelain on Steel. White and six colors. 16” high. 5’ long 


NOW-—You can trap and drain waste Above-The-Floor 
in bathroom remodeling and new slab construction 





This new tub can save you work and time—and Developed in conjunction with the Research and 


make you money! You can install it easier, faster 
and at lower cost. Here’s why: 


1. Exclusive END OUTLET DESIGN lets you 
run your trap and waste line above-the-floor with- 
out cutting the floor or slab... 2. The RAISED 
BOTTOM and end outlet provide more and better 
work space . . . 3. The Special CONNECTED 
WASTE AND OVERFLOW unit is available to 
assure a proper fit. 


Other outstanding features of this new tub in- 
clude: 4. The rugged UNDERTUB FRAMEWORK 
that provides for easy installation and correct 
drainage ... 5. The STRAIGHT APRON that 
eliminates the expense of special cutting of floor 
and wall tiles . . . 6. The generous TILING-IN 
FLANGE that assures a waterproof tub-to-wall 
seal... 7. The convenient WIDE, SAFE SEAT 
with liberal handgrip that allows safe entry to and 
exit from the tub... and 8. The effective SOUND- 
DEADENING UNDERCOAT. 
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Development Committee of the National Associa- 
tion of Home Builders, this new bathtub is of 
traditional Ingersoll-Humphryes highest quality. 
It is available in gleaming white and six beautiful 
pastels including four brand new HOUSE & 
GARDEN Magazine color selections. 


This new tub is the newest in the complete line 
of Ingersoll-Humphryes Fixtures that are avail- 
able in mixed (cast iron, steel and china) or full 
truckloads or carloads from a single, convenient 
shipping point to assure you of proper inventories 
for faster turnovers and greater profits. 


Write, wire or phone us today! 


INGERSOLL-HUMPHRYES DIVISION 


Borg-Warner Corporation 


MANSFIELD, OHIO 


= 
EmCimeeRinG 














PRODUCTION 
———— 
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CONTEST NO. 3 


jis 


with the Nev 





HERE'S THE WINNER OF CONTEST #1 


William L. Hockett, ~~ — be 
Bennett-Hockett Sup- > ENTER NOW! Mail your entries to: “Learn the KYOVA be 
ply Co., Greensboro, Name Contest’, P.O. Box 7566, Chicago 80, Illinois. be 
N. C. is shown receiv- “= Use the letters K-Y—O—V—A as the first letter of each 

ing a $1000 check for » word in any order you choose. 

his winning entry in = 
Kyova's Contest No. 1. 
Jack M. Dollenmaier, 
Kyova V. P. is making 
the presentation with 
James Brasher of the 
L. P. Kent Co., Kyova 
sales representative 
looking on. 











JUV UU UU UY 





Yrry 


t 





Easy! Simply scramble KYOVA, using the letters as the first 
letter of each word in any order you choose to write your five 
word sentence. Most humorous and original sentence will win! 
Here’s a sample: “Old Veterans Always Know Yarns’’. Entries 
must be postmarked on or before September 30, 1957. Judges 
will be representatives of three plumbing magazines — their 
decision will be final. Enter now! 


My Name_ 


JUUI a W 


ni 


 — 


JUVY 


Address__ - 


Lenin 
VYYVYYVYYVYYYY 


) 
YY 


ee siesnsioans Zone__State 


BI) 
5 SLNOS 


y 


(0 Yes, we do handle fiber pipe. 
We buy it from = 


3m 40's: % I i=} = iad P | P =  o oO. : C] No, we do not handle fiber pipe. 


T-te) hae] Mae) ite “oR ‘\ ALALAKALAR AAA EE aloe MA 
YVUVIJOVYVOUOOUVIVIGUO0UU0UGU0VI0I000 


Wii 
vVY¥ 
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nG&E 
anPéL 1 
ayserJ 1', 
elseyHay 
‘Kennecott 6 
KernClal 2a 

KerrMcG .30 
KerrMcG pfl', 
KeystoneS 2 

im bClk 
gSeel 
M Aj 

oppers 2!., 

: Koppers pf 4 
Korvette 
KresgeSsS 1.60 
KressSH 1'.g 
Kroger 2b 


LacledeGas .80 
LaCons pf.15g 
LeeRub&T 1.20 
ees&Sons 2 
WwenC&N ““e 
LehPortc 1 
IehVal Coal 
LehValRR 1.2 
Lehman .80g 
Lehn&F 1.20a 
LernerStr 1.20 
LOFGIs 3.60 
LibMcN&L .80 
Ligg&My 4a 

LilyTulip 1.80 

LinkBelt 3a 

, Lionel .80a 
LiquidC 2 

ListInd 14g 

, LittonInd 

, LockhAir 2 40b 

, Loew's 1 

« LoneSCe 1.10 

, LoneSGas 180 9 
LoneSG pf4.64 2120 111 
LongiLt 1.20 17 
Lorillard 1.20 29 20 
Lorillard pf 7 270 117 
Louisv GE 1.10 6 27% 
Lou&Nash 5 4 81, 
Lowenstein 1'4 8 20% 
Lukens Stl .40a 79 102', 


MacAnd&F 1.85g 3 29 
MackTrk .90g 21 


Mi 


« Phill 
Phill Pe 
PillsbyMi 
Piper Airc 
Pitn Bow 1% 
Pit Coke&C ia 
PitConCoal 


g 
Scré&B }, 
, Pit Steel 


PublickInd 
Publind pf4¢ 
PugSdPL 1. 
» Pullman 3a 
Pure Oil 1.60 


QuakOats 1.80 
Quak St Oil 


RCA la 
RCA pf 314 
Ranco 1.20 
Rayonier : 1.40 
» Ray-O-Vac .80 
Raytheon 
Reading Co 2 
ing 1 p 
B Bit 
Br } 
st 1. 
e } 
2 
2 
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Look who’s cornered 
the hot water market! 


Rheemglas Water Heater / Rheem Hot Water Boiler 


The combination of these two prod- 
ucts is helping Rheem contractors 
walk off with the lion’s share of the 
hot water market. No gimmicks, no 
fancy deals behind it. Just a good 
healthy stock of best sellers! 

The Rheemglas Water Heater has a 
tank lining made from the famous 
Rheem Frit. It stands up better — ac- 
tually resists the chemical action of 
hot water. And this water heater is 
made to be seen. For it’s as modern 
outside as it is inside! 


Another example: Rheem Gas- and 
Oil-Fired Boilers. Offer wet-base de- 
sign for greater fuel economy and 
safety. Water circulates around entire 
fire-box and through boiler. 

Offer staggered-pin construction. 
Hot gases are scattered to every heat- 
absorbing surface. Too, controls are 
automatic and shielded from dust and 
dirt beneath the smart, enameled 
jacket. 

So come on—get your share. Call 
your Rheem Distributor now! 











Un 

UniviB a 
UnivPi la 
UtahP&L 1.2 


VanNorm .2 
Vang . 


YOU CAN RELY ON é THE BIG NAME IN COMFORT PRODUCTS FOR THE HOME 


water heaters, steam and hot water boiiers, centrai air-conditioning, 
warm-air furnaces, plumbing fixtures and water softeners 


Home Products Division of Rheem Mfg. Co. / Seattle . South Gate, Calif. . Houston . Chicago -. Sparrows Pt., Md.. 
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Check THESE FEATURES 


Finger tip control for instant start- 
ing, stopping or reversing. 


Easy-to-handle 15’ sectional cables 
ore enclosed by guide hose to 
eliminate whipping. 


Quick-change, self-locking coup- 
lings for tools and cables. 


“Ready to use” on 3” to 6” lines. 
Quickly adaptable to lines from 
1%” to 10”. 


Power head tilts and locks at any 
angle; drops between legs for 
easy wheeling. 


FAST. Handles up to 200’ of 
sectional cable at 700 r.p.m, 
through all traps and bends. 


A Kollmann K-100 is literally a “‘gold mine’’ for 
any master plumber or contractor. It does its basic 
job to perfection quickly, dependably and profitably. 
Further, it builds customer good will and creates sales 
opportunities for OTHER services or equipment. 

Water heaters, furnaces and all kinds of moderniza- 
tion jobs have been sold because a smart operator 
“used his eyes’? when he was in a home basement to 
clear a cellar drain. And, the ease and speed with 
which a Kollmann clears that drain lets you make a 
sound profit at a price which seems reasonable to your 





DETACHABLE WHEEL DOLLY 
provides easy, wheel-barrow 
transport. Can be left on 


while machine operates. 


Wd) 


ve 





customer. Nor are these opportunities limited to home 
or apartment service. A good many industrial plants 
are willing to talk about turning over their plumbing 
maintenance or new construction to a shop which 
has shown its ability to give good service and cut 
“down” time caused by plugged or sluggish drains 
or supply lines. 


An ideal team mate for the K-100, the K-50 spins 25’ of 


14" cable right through the basin plug to clear lines as small 
as %”. Slip off the Sink Waste Adapter, attach the Guide 
Hose and you’re ready to work as much as 100’ of 5%” sec- 
tional cable for lines up to 3”. Electrically operated forward- 
stop-reverse. Especially convenient because the tripod 
supports the machine, leaving your hands free for operation. 


The advantages of Kollmann equipment fully justify replac- 
ing any other you may be using. See the complete Kollmann 
line at your jobber or write for literature. 
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GOOD READING 


Controls folder. Four-page fold- 
er contains engineering informa- 
tion to aid in selection and applica- 
tion of company’s controls for high 
temperature hot water installations. 
Diagrams show how pump controls, 
water feeders and relief valves are 
used in these systems. Also con- 
tains selection tables. 

Available from: McDonnell & 
Miller, Inc., 3500 N. Spaulding 
Ave., Chicago 18. 


Shower door catalog. Colorful 
catalog contains specifications on 
firm’s shower doors, bathtub en- 
closures, stall enclosures and en- 
closure grilles. Features company’s 
“shatterproof glass,’ now standard 
on Deluxe and Reserve models. 
Back cover shows installations in 
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institutional and commercial build- 
ings. Ordering information also is 
included. 

Available from: Keystone Shower 
Door Co., Second St. Pike, South- 


ampton, Pa. 


Air cleaning equipment booklet. 
Eight-page, two-color booklet de- 
scribes company’s air cleaning 
equipment. Contains pictures, de- 
scriptions and capacity-dimension 
charts. Also discusses operation of 
the units. 

Available from: Westinghouse 
Electric Corp., Sturtevant Div., 200 
Readville St., Boston, 36. 
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literature reviews 


Plumbing fixtures folder. Four- 
page, illustrated folder describes 
plumbing fixtures for industrial, 
commercial and institutional build- 


= 





‘ ubversal Bnundaie 


od 


ings. Fixtures discussed include 
lavatories, water closets, drinking 
fountains and urinals. Also features 
the firm’s lavatory hanger. 
Available from: Universal- 
Rundle Corp., New Castle, Pa. 


Copper tube fittings catalog. Two- 
color, 38-page catalog describes 
firm’s line of copper tube fittings, 
both solder-joint and flared, valves 
Each model and 
item is illustrated, with specifica- 
tions for each. Contains a two-page 
index to style numbers. 


and accessories. 











Available from: Chase Brass & 
Copper Co., Inc., 236 Grand St., 
Waterbury 20, Conn. 

(Please turn to page 198) 


Convention Dates 


Manufacturer Assns ... 


(Continued from page 174) 


Oct. 7-9—AGA—Annual convention 
of the American Gas Assn.; Kiel 
Auditorium, St. Louis. 


Oct. 13-15—FCI—Fall meeting of 
the Fluid Controls Institute; West- 
chester Country Club, Rye, N. Y 


Oct. 15-18—CIPH—Annual conven- 
tion of the Canadian Institute of 
Plumbing & Heating; Seigniory Club, 
Montebello, Que., Canada. 


Oct. 17-18—NADFPM— 25th anni- 
versary meeting of the National Assn 
of Domestic and Farm Pump Manu- 
facturers; Sherman Hotel, Chicago 


Oct 24—PHIB—Annual meeting of 
the Plumbing and Heating Industries 
Bureau; Palmer House, Chicago 


Nov. 1-2—AHLMA—Annual meet- 
ing of the American Home Laundry 
Manufacturers Assn.; Mayflower Ho- 
tel, Washington, D. C. 


Nov. 11-15—NEMA—Annual meet- 
ing of the National Electrical Manu- 
facturers Assn.; Traymore Hotel, At- 
lantic City, N. J. 


Nov. 18-21—ARI—10th Exposition 
of the Air Conditioning and Refrig- 
eration Industry sponsored by the Air 
Conditioning and Refrigeration Insti- 
tute; International Amphitheatre, Chi- 
cago. 


Nov. 18-22—NWAHACA— Annual 
convention of the National Warm Air 
Heating and Air Conditioning Assn.; 
Morrison Hotel, Chicago. 


Dec. 1-4—NSPI—Annual convention 
and exposition of the National Swim- 
ming Pool Institute; Shamrock-Hilton 
Hotel, Houston, Tex. 


Jan. 19-23 (1958)—NAHB—Annual 
convention and exposition of the Na- 
tional Assn. of Home Builders; Hilton 
and Sherman Hotels and the Coliseum, 
Chicago. 


Jan. 22 (1958)—NIWKC— Winter 
meeting of the National Institute of 
Wood Kitchen Cabinets; Sheraton 
lotel, Chicago. 


Mar. 31-Apr. 2 (1958)—GAMA 
Annual meeting of the Gas Appliance 
Manufacturers Assn.; The Greenbrier, 
White Sulphur Springs, W. Va. 


June 9-13 (1958) — OHI — Annual 
convention and exposition of the Oil- 
Heat Institute of America; Coliseum 
and Park Sheraton Hotel, New York 
City. END 
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There's nothing $0 powertul as an idea ! 


Some magazines specialize in news or fiction or fashions. Better 
Homes & Gardens specializes in ideas. Ideas that wake people 
up so their dreams of richer, happier family life can come 
true. None of the other major media creates quite the 
same kind of do-something-now mood. The husbands 

and wives (and their children) who read BH&G don’t 

just talk about what they see in their favorite idea 
magazine. They do something about the ideas they 

see on every page. 

The happy truth for advertisers is that there’s nothing 

quite so powerful as an idea if you want to make 

a sale. And Better Homes & Gardens is as full of 

ideas as a supermarket is full of food! Meredith 

of Des Moines . .. America’s biggest publisher of 

ideas for today’s living and tomorrow’s plans 


h /, ot America reads Bune. the sity ide idea magazine 
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ON ITS WAY TO YOU FROM THE MUELLER BRASS CO. 


 _Gtreamline: COPPER TUBE 


IN THE NEW SUPER-STURDY 
OCTAGONAL SHIPPING CONTAINER 





STREAMLINE COPPER 
WATER ® ress" 


Another Quality pro 
originator of Solder 


aa fit 
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EASY ON THE TUBING! 


This new octagonal carton is engineered 
for maximum tube protection 

bringing top quality “Streamline” copper 
tube to you in the same perfect 
condition that it left our mills—and 
keeping it that way until installation! 


> 
~*~ 
2 


EASY TO HANDLE! 


ONIONIS 


The large center opening in 
these octagonal cartons makes 
them a breeze to carry! 


EASY TO STACK! 


Real space savers, these cartons 
stack well. They will never 
crush, causing stacks to tip. 


EASY TO OPEN! 
Simply pull the perforated “pop-up” 


tab on the side of the box and z-z-zip, 
you have quick access to the tube. 


EASY TO UNROLL! 


This new carton brings “Streamline” 
tube to you in a compact twin layer coil, 
60 feet in length. 


EASY TC IDENTIFY! 


The tubing size is indicated continuously 
around the edge of every carton for fast, 
accurate inventory check. 


PORT HURON 4, MICHIGAN 207 
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NEW, BETTER WAY TO BUY 
REPLACEMENT PUMP SWITCHES 


ra 
DID YOU KNOW 


...the Penn Series 154 will handle all 
normal range and differential needs for 
jet centrilugal, ol piston type pumps 
used in shallow o1 deep wells! And, onc 
you use the “154” you'll discover it “stays 
on the job” much longer with the kind 
of dependable performance that keeps 
customers for you! 
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get the new 
Penn “twin-pak”’ 


then... break 
it apart 


use one 
switch 


...and save one 
for the next job 


You'll avoid costly 
extra trips and 
keep customers 

sold on your 
pump service 


NOW... 


on your jobber’s counter... 
look for it...ask for it! 


You're never out of pump switches when you buy the new Penn 
IWIN-PAK! In this convenient package, Penn brings to dealers 
and servicemen two standard Series 154 switches individually packed 
in one handy carton. And, it’s so easy to carry along and use on 
service Calls. When you need to replace a pump switch, just break 
the TWIN-PAK apart...use one switch you'll still have one in 
reserve. Then, order another T'WIN-PAK right away and you'll put 
an end to delays, extra trips, wasted time. Look for...ask for...Penn 


pump switches in the new time-saving, convenient TWIN-PAK! 


PENN CONTROLS, VNC. cise, ion 


EXPORT DIVISION: 27 E. 38th ST., NEW YORK, N.Y 


AUTOMATIC CONTROLS FOR HEATING, REFRIGERATION, AIR CONDITIONING, 
APPLIANCES, PUMPS, AIR COMPRESSORS, ENGINES 





Only Steel Pipe gives 
all these advantages! 


Low cost with durability 
Strength unexcelled for safety 
Formable—bends readily 
Weldable—easily, strongly 
e Threads smoothly, cleanly 
e Sound joints, welded or coupled 
* Grades, finishes for all purposes 
* Available everywhere from stock 


Here steel pipe snow melting makes 
the “big thaw” start with the first snow! 


They have real winters in St. Paul! But no matter 
how heavy the snowfall, the sidewalks at the Minnesota 
Mutual Life Insurance Company’s home office build- 
ing will be automatically cleared by a Steel Pipe Snow 
Melting System. 

This insurance company knows that a snow and ice 
melting system will ‘‘pay off” by eliminating costly 
manual removal, minimizing accident hazards, re- 
ducing interior floor cleaning expense and adding the 
final touch of convenience and attractiveness to an 
ultra-modern building. 

Steel Pipe was first choice, again, (almost two miles 
of it!) for this typical snow melting installation. Steel 
Pipe, too, was used for the interior hot water heating 
system. Yes, the proved economy and suitability of 
steel pipe for snow melting, heating, sprinkler systems, 
plumbing, power, steam, and air lines make it the 
most widely used pipe in the world. 

Ask for the attractive free booklet “‘Steel Pipe Snow 
Melting and Ice Removal Systems.”’ 


Committee on 


Seed Pige STEEL PIPE RESEARCH 


R ' 
\S First Choice AMERICAN IRON AND STEEL INSTITUTE 
150 East Forty-Second Street, New York 17, N. Y. 
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Pays Dividends in Time Savings 
and Customer Satisfaction 


Bele) aa ie) 
THE NAME 
THRUSH 


HORIZONTAL OR 
VERTICAL TYPES 


THE NAME TH RUSH MEANS 


yrencdidbily IN HOT WATER HEATING 


TIME-TESTED . .. performance proved! That’s 
Thrush . .. the finest Circulator for Hot Water Heating 
built today. Thrush has been building Circulators for more 
than thirty years . . . that’s why Thrush know-how gives 
you more Circulator for your money ... more capacity... 


more rugged construction .. , and service-free performance 
through years of continuous operation. 


TYPES AND SIZES TO FIT EVERY HOT WATER HEATING NEED 


You can pick the right Circulator, in the right size and 
type for each job from the complete Thrush line . . . save 
money, save time .. . and keep your prices in line. Take the 
problem of high resistance found in some radiant panel or 
radiant baseboard jobs. Thrush Hi-head Circulators will solve 
it. They have the capacity needed and the ruggedness re- 
quired for the toughest job. Try them. See your wholesaler 
for more information or write Department A-9, 


H. A. THRUSH & COMPANY « PERU, INDIANA 





FOR LONG, TROUBLE-FREE SERVICE, 


The Complete 


INSIST ON GENUINE THRUSH circutators Thrush System 
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2 MINUTES WITH BERGIE! 





By Hal Bergdahl, manager of dealer sales, Crane Co., Chicago 


Some Thoughts About “Nothing Special’’ on a Warm Summer Evening 


It’s LATE—I'm tired—but I just 
remembered that I have to have 
my column ready in the morning, 
or else! It isn’t enough that I 
missed Victor Borge on TV to- 
night, but now I’m supposed to 
write something nice—and I’m so 
tired. Maybe if you’ve been in- 
tending to skip one of our five- 
minute meetings, this might be a 
good one. 

It started out early this morn- 
ing to be one of those days when 
it would have been better had I 
stayed in bed. As usual, there 
were a lot of people waiting to 
get on the bus. One buxom fe- 
male decided she was going to be 
at the lead, or else. 

And, instead of being ready 
with her money, she waited until 
she was aboard and then started 
fumbling through her pocket- 
book, which held up the whole 
process of letting people on. We 
gave her the stare, and she gave 
it right back. 


a She rode a couple of blocks 
and then discovered she was on 
the wrong bus. You ought to 
have seen her eat out that poor 
driver. You'd think it was his 
fault, though of course he didn’t 
have a thing to do with it. 

But he was very nice—gave 
her a transfer and told her to 
walk back only one block where 
she could get the bus she wanted. 
And then she started at that poor 
guy again. The way she acted, 
you would think that one-block 


walk was strewn with some kind 
of poison all the way. 

But as business people we can 
learn a lesson from that bus driv- 
er. Instead of getting hot under 
the collar, he remained courteous 
and tried hard to be pleasant un- 
der circumstances where “heat” 
could easily pop. But he didn’t— 
guess he remembered the “cus- 
tomer is right” philosophy. 

He handled his customer with 
great tolerance and forbearance. 
We all need more of what this 
bus driver had when it comes to 
skillful handling of people. 


= I read in this morning’s paper 
that a senator from South Caro- 
lina col- 
leagues “You dare not make war 
upon cotton. Cotton is King.” So 
said the senator in 1858. 

Of course, it was to no avail. 
The irresistible evolution of man 
continues to take place, and you 
know and I know that today’s 
man-made fibres of wood, coal, 


warned his Northern 


air, water and even glass have 
usurped the textile crown. The 
King is dethroned—irrespective 
of what the senator said. 

Chances are, a hundred years 
from now, some smart guy will 
come around and show us new 
and improved ways to use cotton 
and the race will be on again. 
But always at improved levels— 
ain’t I the optimist, though? 

To my friends in the cotton 
country, take heart and note es- 


pecially that my prediction is 


based on the passing of more 
time than any of us have. But 
nature will see to it that there 
will be someone here to take our 
place—ain’t nature grand? 

Then there was another story 
that should be interesting. I just 
learned of it today. It’s another 
illustration of the rewards that 
come from persistent and relent- 
less striving for new and im- 
proved ways of doing things. 

Some guy has devised a way of 
ferrying trailer trucks across the 
ocean. This means that the trucks 
can pull into a factory where 
products are made, load up and 
not have to unload until arrival 
at a destination that conceivably 
could be thousands of miles 
away; and maybe over oceans 
and who knows how many miles 
of road. 

This idea promises speedier de- 
livery of goods abroad, and a sav- 
ing in handling charges. I read 
where a shipment abroad nor- 
mally goes through six or more 
separate handlings. The savings 
in crating would be considerable. 


s If I weren't so tired, a thing 
like this could really buoy up my 
spirits. But somehow or another, 
it does have a sort of tranquiliz- 
ing effect. Please understand, I’m 
not under the influence of any 
kind of these new fangled drugs 
that fall in the general term of 
“tranquilizers.” 

Well, that’s it for now. 
night. 


Good 


END 
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DISHWASHERS...SINKS...DISPOSERS... 
MAKE THE PERFECT PROFIT COMBINATION! 


NEW RCA WHIRLPOOL DISH- 
WASHERS have the brand name 
plus the extra features prospects 
want and buy .. . big capacity; 
easy loading, roll-out racks; ef- 
fective washing and rinsing; fast 
forced-air drying; completely 
automatic operation. Designed 
for easy undercounter or free- 
standing installation in a stand- 
ard 24” cabinet space. 


NEW RCA WHIRLPOOL SINKS 
in 66", 54”, and 42” widths are 
loaded with sales-closing fea- 
tures, including a new faucet 
valve assembly with a 5-year 
warranty! All have 18” wide 
drawers, plenty of storage space, 
and the finest quality fittings 
and fixtures. Best of all, you 
can sell them at a realistic, com- 
petitive price! 


NEW RCA WHIRLPOOL DIS- 
POSERS have every feature your 
prospects want at a price they’re 
willing to pay .. . one piece 
safety cover, built-in reversing 
switch for freeing jams, quiet 
operation, powerful grinding ac- 
tion. These disposers have been 
especially designed for easy in- 
stallation, foolproof operation 
and long life. 


Ask your RCA WHIRLPOOL distributor 


for complete information on these products and on the two new complete lines of RCA WHIRLPOO! 


RCA WHIRLPOOL Home Appliances 
Products of WHIRLPOOL CORPORATION St. Joseph, Michigan 


Join up! ... it’s easier to sell RCA WHIRLPOOL than sell against i 


Use of trodemorks mgt ond RCA authorized by trademark owner Radio Corporotion of America 
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FOSTORIA Model C Dynapump 


“high head” water circulator 


lower equipment costs! The improved 

Model C Dynapump is establishing a new concept in 
modern wet heat economies! By increasing flow 

and reducing system temperature drop, Dynapump 
will increase the heat output from a given amount 


of radiation as much as 15%. 


reduce installation costs! The unmatched 
high head performance of Dynapump permits 
further economies in piping sizes and in simplified 
layouts, too, Dynapump is easier to install 


. in any position. 


cut costly “callbacks”! Entirely new 

standards in dependable operation and noise-free: 
performance are offered through new Dynapump 
engineering. Dynapump has no bearings to lubricate... 


no shaft seals to leak . . . no spring couplings to replace! 


Write for detailed information. 
= 
Shoe 


THE FOSTORIA PRESSED STEEL CORP. 


Pump Division * Fostoria, Ohio 
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HOW DUNKIRK BLUE CIRCLE 

BOILERS AND RADIATION 5... uakick tine is the HEATING MAN'S 
GIVE YOU A COMPLETE LINE. There are boilers for every job...steam, 
PROFIT PACKAGE 


hot water, gas, oil, coal. Sizes to fit every home. 
Flush or extended jackets...completely packaged 
with all accessories, factory-assembled and wired 


if you wish. All made of cast iron, the Lifetime 
Cast Iron Boilers For Gas, Oil or Coal 


Complete Lines of Radiation 
Complete Line of Accessories 
Prices that Make Liquid Heat Competitive 


Single Source of Supply That Simplifies 
Ordering, Stocking, Installation 


Metal. Priced to get the business and pay worth 
while profits. 


Cast iron and copper-aluminum radiation in com- 
plete lines of free standing and baseboard give you 
a complete system from a single source. Save order- 
ing time, save inventory, save delivery time, save 


installation time all along the line. 


The busy heating season is just ahead...it will pay 
you to get the profit making facts on the Dunkirk 


Yat Blue Circle Line...the HEATING MAN’S LINE. 


—- 
ci 
ie 
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Write for Catalogs on Dunkirk Blue Circle Boilers, 


Radiation and Accessories 





re. 
: « 


hee 


Dunkirk RadiaVectors are used where 
space limits adequate baseboard run 
for effective heating. Available in free 
standing and recessed models 


Dunkirk Fin-Tube Baseboard Radiation 
is pockaged in ready-to-install sec- 
tions 

cubage 


Requires minimum warehouse 


Hine 


4 


' 
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Dunkirk Cast Iron Baseboord Panels 
are suitable for new construction or 
modernization. May be installed as a 
series loop, | or 2 pipe forced circula- 
tion system, or 2 pipe steam system. 


Dunkirk Slender Tube Radiators are 
available in free standing ond legless 
types in 3, 4, 5 and 6 tube sizes. 
Narrow widths and low heights ore 
ideal for under window installations, 


DUNKIRK RADIATOR CORPORATION 


DUNKIRK, N.Y. 


Member of The Institute of Boiler and Radiator Manufacturers 
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from the Ancient Arts... 


now the last word... 
Vitreous Lifetime 
Porcelain Enamel 
Shower Cabinets 





at utility prices 


Your Sales Opportunity of a Lifetime 


One look at a lifetime Shower cabinet and your customers will be 
convinced that here is a buy of a lifetime. From base to top-rail every 
detail shouts quality. Its gleaming vitreous porcelain enamel finish 
assures a lifetime of beauty and service...matches the endurance and beauty 
of vitreous bath fixtures. No more rust, corrosion, staining, leaking 
or finish failure. It is just the unit for lifetime service in new 
construction, remodelling and replacement. Budget priced, too! 


Write for brochure or see your plumbing wholesaler. 


PHOTO FROM DIMITRI ALBUM 


© ESQUIRE MAGAZINE 1956 VITREOUS STEEL PRODUCTS CO.— Box 3991, Cleveland 20, Ohio 
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CARLTON 
STAINLESS STEEL SINKS 


Everlasting Beauty 
Cpkurs 


Built-in tiie tale | 


The new, exclusive Vegi-Prep design 


Very much in demand by the woman who likes to do her 
kitchen chores while seated. Shallow bowl is for paring and 
rinsing fruit and vegetables. 


Newly designed tor laboratories, 
schools 


One of many new Cariton combination ledge type and 
drinking fountain sinks. Installation of bubbler puts drinking 
fountain right in the schoolroom. 


~*~ 
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For boats, corners, 
powder rooms 


“We give this seal to no one— 
the product that has it—earns it.” 


A lavatory bowl idea that adapts perfectly for use in mobile 
homes, boats, any place where sink space is very limited. 
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The home-owners first choice 


LAF 


Standard equipment for hundreds of modern homes and 
remodeled kitchens. Available in 4 sizes and designs. 
Cariton’s exclusive sparkle finish. 


Good neighbor to your dishwasher 


“A 


~ 
. 


a / 


A ledge type single compartment design frequently installed 
next to the automatic dishwasher, or in kitchens where sink 
top space is limited. 


For hotels, restaurants, schools, 


yr a 


One of several triple compartment designs used where 
health regulations require an extra bow! for sterilizing 


Cariton advertising in dozens of consumer magazines is 
creating an ever-increasing nation-wide demand for these 
fine Carlton Sinks. Carlton's many exclusive features, in- 
cluding its exclusive sparkle finish, are making more and 
more people realize that simply specifying a stainless steel 
sink is not enough— since it doesn't cost any more to specify 
Carlton ... Write for our New Illustrated Catalog No. 191 
and the name of our nearest distributor... CARROLLTON 
MFG. CO., (Sink Division), Carrollton, Ohio. 
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e Uniform thickness 
e Uniform dimensions 
e Straight 
e Easy to cut 
e 12,000 items 
e Prompt delivery 


o: 


4 : 
on 
Member Cast Iron Soil Pipe Institute 


PNEUMATIC MACHINE-CAST SOIL PIPE AND FITTINGS 


* Trademark 


SOMERVILLE IRON WORK s, Nashville, Tennessee Plant and Sales Office: Chattanooga, Tennessee 


New ‘co | VALVE 


snares BROS. Shut off valve between hot water 


Better ns Me TO OLS | PAE RENEE Sass * system and expansion tank 


Drain valve complete with hose 
* connection. 


Vacuum breaker—allows tank to 
*drain in a few minutes 


Saves Time, Saves Labor, Saves Money 
on new installations An excellent 
Sales closer gives your job that 
professional look 

REMCO 3 in 1 Expansion Tank Drain 
Valves are a profitable item to sell 
on old installations 


PIPE VISES ® Drain - Threaded for 


To Expansion Tank se ecti 
“ARMSTRONG BROS.” Pipe Vises have | ; oe a 
many improved features. Standard Hinged © i ‘ a 
Vises have drop forged (unbreakable) iw S 
hooks, and replaceable tool steel jaws. 
On the smaller vises lower jaw is l-piece 
design to prevent kinking of small or thin © 
wall pipe. T-Handles have oval ends that 
will not pinch hands. The open Side Vise 
can be mounted on a bench or truck or, 
with special chain attachment, any con- Inlet from Boiler =— Vacuum Breaker 
venient post or “— ben Chain Vise is . el" FPT 
steel with drop forged base, jaws and © ' _——a 
handle. Chains are proof-tested. Patented © Fagg is all ‘ae ae REMCO ‘Offers The Complete Po 
l-piece design provides solid support that © ‘ construction. Long lasting, efficient Vaive 
prevents damage to small pipe, thin wall 7 and dependable. 100% inspection es ea 
conduit or tubing. Jobber Inquiries Solicited 


Write for Pipe Tool Circular i S . R rs the Cc o J 
ARMSTRONG BROS. TOOL CO. § / } o | [om 
5223 W. ARMSTRONG AVE., CHICAGO 30, iLL & ; : Monumental Ave. B & OR.R. Lansdowne, Baltimare 27, Md 
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Oil Burner Servicing Gauges 


(Continued from page 168) 
return line. He will be trying to determine what 
is happening inside just by watching the gauges 
and the fire. 

When there is an obstruction in the suction line 
there may be considerable flickering of the pres- 
sure gauge needle. Cavitation is the cause. The 
gear teeth are not getting a good bite on the oil. 
Some air is being released between the teeth, 
where the vacuum is highest. Also, new air may 
be drawn in through leaks that were unnoticed 
under the low vacuum of the one-pipe hookup. In 
two-pipe testing, the results of obstruction are 
magnified greatly, because the full capacity of the 
pump is being drawn through the suction line; 
none is bypassed internally. 


s One very important fact in all pump testing is 
that no indication on the vacuum gauge or the 
pressure gauge is dependable if the pump is not 
getting its full supply of oil. If the gears are not 
biting into a solid mass of oil, their effectiveness 
is reduced greatly. If they are dry, or partially 
dry, their ability to draw oil through a restriction 
is impaired, often to the zero point. It is the vis- 


cosity of the oil that seals the microscopic spaces | 
in the gear case, and makes it possible for the | 


pump to move oil. 

Generally the pressure gauge is a better in- 
dicator of suction line leaks than the vacuum 
gauge is. As air bubbles are brought into the 
pump, they are compressed, making instantaneous 
variations in discharge pressure. They blow back 
across the gear case surfaces and through the 
regulating mechanism.. There will be both high 
speed fluctuations and slow surges on the pres- 
sure indicating needle (see Fig. 4). If critical, 


(Please turn to page 197) 

















“Qh, Mabel—can we use another sink?” 


.. . Automatic Hot Water Vents 


Vent-Rite Venting Valves can be lled 

system, at any point where air may 

ovide positive, automatic venting actior 
1d money for you aren't bothered by call-ba 
omote customer satisfaction and g: 
SiVe design features assure Maximun 
dependability, automatic operation for bett 
Vent-Ri 


critical adjustments; 


tes are easily installed; they have mn 


| venting 


There's a Vent-Rite 
Venting Valve tor 
every type job. Order 
from your wholesaler 


Vent-Rite 
No. 20 


Vent-Rite 
No. 10 


Be Hight with 
VENT- RITE 


VENTING VALVES 
Best because scientifically designed 


by the pioneers in vent control 





MILLION-YEAR-OLD WONDER CHEMICAL 
MAKES 


BEpMIC 


The Sewer Pipe That Serves Both 
Plumbing Contractor and Buyer Best! 


From bituminous coal, formed by Nature millions of years ago, 
comes coal tar pitch—with its high molecular strength. On all types 
of outdoor structures, roads, roofs—wherever water and corrosion 
resistance is a must —coal tar pitch has proved its lasting effectiveness. 

Bermico, the tough cellulose fibre pipe, is thoroughly impregnated 
with coal tar pitch. That’s why it has such an impressive record of 
giving both home builders and buyers complete trouble-free service, 
year after year! 


Plumbing contractors like Bermico because it’s economical —light 
in weight — fast and easy to install—does not rust, rot or corrode — 
comes in convenient 8-foot lengths—and has the only complete line 
of fittings including Wyes, Tees and Bends made of the same material. 


Home buyers prefer Bermico because it’s root-proof when prop 
erly installed —trouble-free—long-lasting, unaffected by household 
wastes. 

Specify and install Bermico bituminized fibre pipe 
for house-to-sewer connections, storm drains, down- 
spout run-offs—Bermiseptic® Perforated Pipe for sep- 
tic tank disposal beds—and Bermidrain® for founda- 
tion drainage. 


FREE SALES AIDS: BROWN COM PAN Y 


Sewer Pipe Catalog. Septic : rei 
Tank Installation Booklets. " Berlin, New Hampshire 
Dealer Signs. Envelope - General Sales Offices: 
per wong woe 4 oem : 150 Causeway Street, Boston 14, Mass. 
Address Dept. -9, Boston. ; 


uMly 


Guarantee of Qua lity B 


"4 “ 
*¢ ins 
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NOW & a great new development for WALL-HUNG FIXTURES 








UNITRON 


CHAIR CARRIERS and CLOSET FITTINGS 
"Bead by Ey Comeparirou Tene ~ 


From JOSAM, leader and 
pioneer of plumbing drain- 
age products, comes a great 
new development — Josam 
UNITRON Chair Carriers 
and Closet Fittings. 





°4 — 
#0 of 1¥* 


The Josam UNITRON Closet 

Carrier is so designed that 
ONE CARRIER fits all wall-hung water closet bowls 
and women's urinals. This eliminates using a differ- 
ent carrier for every blow-out or syphon jet closet 
bowl or women's urinal, or a different carrier for 
each manufacturer of such fixtures. 


Now, with UNITRON Chair Carriers and Closet Fit- 
tings you will not only save installation time but meet 
all wall-hung fixture requirements with a minimum 
number of basic units requiring one-third less pipe 
chase width. Moreover, inventory problems become 
far simpler because the same UNITRON Closet Carrier 
will fit any wall-hung closet bowl or women's urinal 
regardless of type or manufacturer. 


Here is today's carrier assembly for today’s installa- 
tion and construction requirements. Get complete 
data on the new Josam UNITRON line by sending 
coupon below. 


greater greater greater 
ADAPTABILITY ADJUSTABILITY SAVINGS 


REVERSIBLE CARRIER BODY — Reversing carrier body ~ COMMON VENT — A single or common vent provided 
from top to bottom position permits connection for . 4 for the double closet fitting is so located that it will 
blow-out or syphon jet bowls of ony manufacturer. ie afford more effective air circulation for the fixture 

ond branch. With the single vent a group or row of 


ADJUSTABLE EXTENSION — The Adjustable Extension Sins 
water closets can also be loop or circuit vented. 


on the closet connection assembly, permits an adjust- 
ment of 4” between the face of the fixture carrier REVERSIBLE FOOT — The Reversible Foot on the Car- 
and the finished wall line. Adjustment con be made : rier provides vertical adjustment from %4” minimum 
from the front of the unit at any time before or after to 4%," maximum. This is accomplished by reversing 
the wall has been built. the foot support. 


A Complete Line of Josam UNITRON Carriers and Fittings for 
Closets, Urinals, Lavatories, Sinks and Slabs and Hospital Fixtures 


JOSAM MANUFACTURING COMPANY 
Dept. DE-9, Michigan City, Indiana 


Please send copy of Catalog F on UNITRON 


JOSAM MANUFACTURING COMPANY 


General Offices and Manufacturing Division 
MICHIGAN CITY, INDIANA 


REPRESENTATIVES IN ALL PRINCIPAL CITIES _ 


West Coast Distributors c di M facturers By 
JOSAM PACIFIC COMPANY JOSAM CANADA LIMITED 


San Francisco, Calif. Toronto, Canada 





Address 


Josam products are sold through plumbing supply wholesalers 
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esalas 


: Jou can bury 
THE TUB THAT | 


| : MOVED UPSTAIRS : Jour pumping 
problems 


FAIRBANKS-MORSE 
WATER -LUBRICATED 
SUBMERSIBLE PUMP 


This is the pump that cuts instal- 
lation and maintenance costs to 

the minimum ! 
Permits well location anywhere 
a well can be drilled. No costly 
pump houses, no unsightly instal- 
lations, no line shafts, no packing 
boxes or lubrication devices. In- 
Stallation is fast and economical. 
Fairbanks-Morse motor has life- 
time Copperspun rotor cooled and 
lubricated by water; gives full 
motor output. Practically sound- 

less. 

There is a “Wesglas” tub for every job requirement Fairbanks-Morse water-lubri- 
> fmt i a cated submersible pumps cover 
erg dies aha rider arate a wide range of volume, pressure, 


asp +i and setting depth requirements. 


for unter tor tallation 


Chalet Model C:54—features an enamel an Ask your F-M Sales Engineer for 
steel ver. Tub can be used with 


sorta gine Bulletin 6910, or write Fairbanks, 
, Morse & Co., Dept. DE-9, 600 So. 
Michigan Ave., Chicago 5, IIl. 


Fiberglas cover in Manor model is handy to 
use as a tray for damp laundry. 

Sold nationally through 

plumbing supply wholesalers 


FAIRBANKS-MORSE 


@ name worth remembering when you want the BEST 





PUMPS e SCALES @ DIESEL LOCOMOTIVES AND ENGINES @ ELECTRICAL MACHINERY 
RAIL CARS © HOME WATER SERVICE EQUIPMENT @ MAGNETOS 
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Oil Burner Servicing Gauges 
(Continued from page 193) 

there will be momentary closing of the cutoil 
valve, resulting in partial or complete failure of 
the flame. In fact, the latter is the real danger 
from suction leaks. The pressure gauge feels the 
pressure. surges as they happen within the fuel 
unit body, while the vacuum gauge may go along 
indicating nothing unusual. 

Neither gauge can tell where the leak is. This is 
a matter of educated guesswork. Even an expert 
can be wrong at this point, but there are certain 
guides. The behavior of the burner on a fresh 
start is often a clue to the whereabouts of a suc- 
tion leak. If, after a reasonably long shutdown, 
the burner starts with a full fire and steady pres- 
sure for a few seconds and then develops fluctua- 
tions of pressure and fire size, the serviceman can 
be fairly certain that the suction leak is not in 
or near the pump. Very likely it is remote, from 
10 to 50 feet away. This reaction would also in- 
dicate that any check valve close to the burner 
is in good condition, holding the oil in the pump. 

However, if the burner..starts without fire for 
the first few seconds of operation, and finally 
produces a fire that becomes reasonably stabilized 
for the remainder of the operation, the chances 
are that the leak is in, or close to, the pump. It 
would indicate also that any check valves in the 
suction line are leaking back. To solve a problem 
of this type, it is seldom necessary to dig up the 
suction line to find the actual fault. The simple 
installation of a check valve in the line will very 
often correct the condition. The best practice 
would be to place the new valve as close as pos- 
sible to the tank. 


“Don’t worry about heat for the guest room—we’'re 
not very friendly people anyhow!” 





the answer 
to all your 
boiler leak 
problems 


is in 


A RGOAD 














Good Reading 





(Continued from page 180) 

Polyvinyl chloride pipe booklet. 
Technica! data and installation in- 
formation on unplasticized poly- 
vinyl chloride pipe are provided in 
the firm’s new booklet. It also gives 
complete specifications for threaded 
and socket types of PVC fittings, 
valves and flanges made of both 
standard and high-impact material. 
Contains 
charts, 


pressure-temperature 
chemical resistance tables, 
support spacing formulae and lists 


A I A 4 ee 


of industrial organizations 
using PVC piping. 

Available from: Tube Turns 
Plastics, Inc., 2929 Magazine St., 
Louisville 11, Ky. 


now 


Water systems brochure. Con- 
tains water system selection table 
providing information for current 
water needs as well as anticipated 
capacities required by automatic 
washers, water heaters, dishwash- 
ers, food waste disposers and othe: 





« Insert the plug 
—then drive 
home the same 
Bulldeg you 
drilled with. 
Teper end 
snaps off easily 


3. Expansion is at 
bottom, provid- 
ing the power- 
ful Bulldog grip. 
Threaded shell 
holds choice of 
bolt. 


BULLDOGS bite into concrete 


in seconds... Anchor Anything Permanently! 


NO DRILLS TO BUY 
—no special tools required —no 
explosive charges. Bulldog drills 
its own perfect fit! 
POSITIVE HOLDING 
POWER — 4" size, holds 
up to 3150 Ibs... . %” size, 
19,620 Ibs.! 

FIRESAFE, CASE- 
HARDENED STEEL 
—with sharply machined drilling 
teeth! 

SIZES 3/16" to 7/8" 
—and 5 types of anchors: special 
flush, flush, rod hanger, tie wire, 
and stud bolt! 


36 BULLDOG 
. ° 
Ps in l 


COMBINATION 
DRILL & ANCHOR 














SAVE TIME, 
LABOR and 
DOLLARS 


| 


SEE YOUR SUPPLIER... 
SEND FOR FREE SAMPLE 


| control valves; 


lators. 
| described. 





J.D. POLIS Manufacturing Co. 


2902-14 W. 26th Street ° 


Chicago 23, Illinois 








water-using appliances planned for 
the future. Discusses shallow-well, 
deep-well and convertible pumps 

Available from: Barnes Mfg. Co., 
651 N. Main St., Mansfield, O 


Valve and regulator catalog. 
Eight-page catalog describes line of 
pressure reducing and regulating 


valves; relief, back pressure and 


STANDARD 


AUTOMATIC VALVES 
and CONTROLLERS 


differ- 
pumping 
governors and combination 
and temperature regu- 
Each unit is illustrated and 
Samples of 
systems 


controllers: 
ential 
units; 


regulators; oil 
pressure 


complete 


control using the firm’s 


| products are also described. 


Available from: A. W. Cash Co.., 
P.O. Box 551, Decatur, IIl. 


Paste-solder booklet. Twelve- 
page booklet, titled “A Special Re- 
port to the Plumbing Industry,” 
studies paste-solder techniques. 
Time motion photographs 
taken on the job are shown and 


and 


independent laboratory tests are 
described. Facts, figures and direc- 
tions on how to use paste-solder 
are presented in illustrated form. 

Available from: Hercules Chem- 
ical Co., 416 Broadway, New York 
City 13. 
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Valve manual. Twenty-six page 
manual contains pertinent informa- 
tion on bronze valves, definitions 
and descriptions of individual items. 
Also discusses firm’s general line, 
including gate valves, globe valves, 
check valves, boiler drains and 
radiator and circulator valves 
Contains separate section on in- 
stallation and maintenance 

Available from: Hammond Brass 
Works, 1844 Summer Blvd., Ham- 
mond, Ind. 


Automatic boiler bulletin. [llus- 
trated, 24-page bulletin describes 
firm’s packaged automatic boilers 
for oil or gas firing. The boilers 
are designed for commercial, insti- 
tutional and industrial applications 
Printed in four colors, the bulletin 
lists features and tabulates dimen- 
sions, weights and ratings for the 
various models in the line. 

Available from: Orr & Sem- 
bower, Inc., Box 1138, Reading, Pa 


Masonry anchor catalog. Six- 
page catalog describes company’s 
line of expansion anchors and pin 
bolt drives. Includes flush anchors, 
rod hanger anchors, tie wire an- 


aPANsION 
AmcHoes 


chors and stud-head anchors. Dis- 
cusses round, flat and stud-head 
pin bolt drives. Also shown are 
flush anchor holders, wire ceiling 
plates, hammer chucks and toggle 
bolts. 

Available from: J. D. Polis Mfg 
Co., 2900 W. 26th St., Chicago 23 


Water heater catalog. Automatic 
gas and electric storage water heat- 
ers and side-arm water heaters are 
illustrated and described in new 
catalog. Also contains discussion 
of coils, relief valves and other 
accessories. Specifications are given 
for each type and installation dia- 
grams are included for both auto- 
matic and side-arm models. 

Available from: Sands Mfg. Co., 
5407 Sweeney Ave., Cleveland 27 


(Please turn to page 200) 
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To insure protection 
for your investments... 


This “FLOOD 
INSURANCE” 


makes Sense 
(and dollars) ! 





FOR LOW COST positive protection 
from water damage — noth- 
ing beats a Penberthy sump 
pump — not even an insur 
ance policy. Less than the 
best isn't good enough when 
you consider the investment 
a sump pump guards. That's 
why it's a simple matter to 
sell dependable Penberthy 
sump pumps. Experienced 
advanced engineering design 
plus copper and bronze con 
struction assure dependable 
top capacity performance, 
long service life. 

There's a pump for every 
application in the Penberthy 


line of 8 models, 20 sizes o Waite 


FOR CATALOG 


letailing 
specications 
and capacities 


ENBERTHY PENBERTHY MANUFACTURING COMPANY 


Division of Buffalo-Eclipse Corporation 





1242 Holden Avenue, Dept. DE = Detroit 2, Michigan 
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Save time and money 
in remodeling... 


Pave Way for Bigger Jobs 


el 
e 


Uiil 
heb 


TY with ren 
semedeling 


obs 


These two-way drain fittings eliminate the need for 
a second vent stack when installing garbage dispos- 
ers, double sinks, or dish washers for remodeling. 
Such savings, made possible only with “K” Util- TY 
fittings, often break down resistance to larger jobs 
or installation of additional equipment. 


In new building, these handy fittings streamline pip- 
ing. The unused inlet can be plugged temporarily, 
making future additions to the system easy 


$200 IN PIPE FITTINGS! 


Th co-operation with (he “Fle Puah" eanteat oa remed 
eling, ‘The Kulnea Prather Oo. ta eonteibuting 8800 
worth of assorted pipe Attinge to the prowling Het of 
privea, Kuliie supplies a complete Tine of Altinge 
iron, Malleable and duetile tron — over 8,000 ahapes and 
sizes available through better wholesalers, Write for 
our catalog, 


nat 


THE KUHNS BROTHERS CO. 
1800 McCALL STREET, DAYTON, OHIO 


1887 @ 1957 


70 Years of Continuous Progress ® 


DomestTi 


Good Reading 


(Continued from page 199) 
Pump selector chart. Two-page 
pump selector chart is designed to 
aid in choosing the right model for 
specific heating and cooling appli- 
cations. Gives heads, capacities and 
other information on pumps and 
circulators used in air conditioning, 
refrigeration and circulation appli- 
cations. Covers both close-coupled 
and universal drive models. 
Available from: Barnes Mfg. Co., 
651 N. Main St., Mansfield, O. 





Centrifugal water chiller folder. 
Four-page, two-color folder de- 
scribes features and components of 
company’s centrifugal water chill- 
ers. Discusses centrifugal compres- 
sor, water temperature and capaci- 
ties. Illustration shows a typical 
unit. 

Available from: Airtemp Div., 
Chrysler Corp., 1600 Webster St., 
Dayton 1, O 


Plumbing fixture catalog. Color- 
ful 28-page catalog covers most of 
firm’s line of plumbing fixtures 
Divided into 10 sections, the book- 


- 
- 
RICHMOND 


PLUMBING 
FIXTURES 


Jet OON TAT TTTATAEOnA, apeeiiion 


Wiviehetva af lavatanle 
Otivaeta 
Waveney 

iW the 


Tray 


thitva ane 
hath tulve 


myylee 


welnal 
alivhee 


Wwetey 
lyin aye 
other prodiete line 

Avatlabl Rivhmoned 
Phinbine Piatites Div, Rheem 


Miu. Co, Metuehen, Nod 


brochure, Colorful 18 
illustrates 


page brochure and ce 
scribes features of company’s vet 
Cut 


tical gas-fired steam boilers 


away photos, drawings and 


grams show operation and 
struction. A table 
input, dimensions and specifications 
for 21 different boiler sizes 
Available from: Eclipse Fuel En- 
1159 Buchanan St., 


con 


shows output, 


gineering Co., 


Rockford, Ill 
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Water heater and piping catalog. 
Sixteen-page catalog describes 
company’s line of external and in- 
ternal tankless water heaters, in- 
direct water heaters, mixing valves, 
water ha mmer silencers, pipe 
unions, solder fittings and other 
specialties for residential and com- 
mercial plumbing and heating sys- 


tems. Contains 100 illustrations 
Available from: General Fittings 
Co., Box 151B, East Greenwich, R.I 


Bathroom, kitchen fixtures book - 
let. Full-color, 16-page consume: 
style book describes firm’s line of 
bathroom and kitchen plumbing 
fixtures. Includes artists’ rendi- 
tions of bathroom plans, decora- 
tions and designs 

Available from AllianceWare 
Inc., Alliance, O 


Valve catalog, Sixteen page cata 
lag explains aperatian af valves to 
meet requivements al plumbing 
and heating ayatems. Disevsses the 
fyi s camplete tine af valves and 
ahawsa typleal installations. in 
eluded ave deaeriptians af al and 
VaOH Paciatar Venting Valvea fay 
tear ane hat Water lheatia ay 


fei, Water milder, pellel valve 


flow control valves, solenoid valves 
and shower flow controls 

Available from: The Dole Valve 
Co., Morton Grove, Ill. 


(Please turn to page 202) 
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The self-sustaining 
“Teleseat’’... America’s 
most beautiful 


seat—proves 


there is a 


in seats... 


vy 


eS 


SELF-SUSTAINING LID 


SELF-SUSTAINING SEAT 


a 


Sperzel makes the DIFFERENCE 


} fore’ beauty ina madern seat 

far the madern hame. The 
Hpergel 'Teleseat’ cambines 
aculptured grace and gleanwing 
fleparatar Pala with exoluaive 
(eae features that mvark ol 
the fiveat aeat iy Anerion 

NWully sell-avataining eaves 
AVL BeAE FUE TALL prt tery 
eolora ve gleaned white 
OVEOFIAD DIE OVOP DPemeite un 
DrokeH CONDO between meat 
rive ane tid Ane vvennvennny toe 
All tiie beauty ta ePeated fn aolid 
durable Spergel plaatio for 
a longer life 

The perfect residential aeat 
from the famous line of perfect 
aents Spervel, The Spergel 
’'Teleseat’ provea—there'sa a 
difference in seata, and Sperzel 
makes the difference 


For Finest Plastic Seate. 


EXCLUSIVE SPERZEL 
SELF-SUSTAINING MINGE 
ON BOTH RING AND COVER 


Apersel plasty hiage 


seve teak aul aria 


aivt aad mature 

Wievente eatteananl 

Rell avelaining Mage 

Welle teal alan ae 

alee wf ate Shetntee 

shee! Wihee belle we 

wre perfert, lifelene C . 

‘ 


hinge fonelening 


Plastic seal prevents 


londed bell malintalne 


constant tension 
Gdjuete self daily 


Prevents loose, wob 


) 
: > 
7) 
B.. 
esrresion, Spring Pa 


bly seat, Can't come 
loose 











cOMPAN YV 


Minneapolis, Minnesota 








wie 


| i | _ | Good Reading _____ 
THE Fitzgibbons BoiLeR he SE 


Polyvinyl! chloride pipe catalog. 
Twelve-page, two-color catalog de- 
scribes company’s standard and 
high-impact corrosion-resistant 
rigid polyvinyl chloride pipe. In- 
cluded are tables of pipe sizes 
available, specific chemical appli- 
cations, physical properties, tem- 
perature factors for various work- 
ing pressures, support spacing and 
thermal expansion. Also contains 
flow charts, installation reeommen- 
dations, pipe characteristics and 
fields of application. 

Available from: Alpha Plastics, 
Inc., 78 Okner Parkway, Livingston, 
N. J. 








Wh 


HI dds 


* Adee ed 


Toilet seat bulletin. Two-page, 
three-color bulletin describes new- 
est addition to company’s toilet seat 
line. Describes features and con- 
struction of seat. Also discusses 
special methods used in manufac- 
ture. 

Available from: Century Prod- 
ucts, Inc., 3510 Chatham Ave., 
Cleveland 13. 


Heating systems _ installation 
booklet. Data booklet is designed 
to assist in layout of heating sys- 

° tems for large-area commercial, in- 
Efficient Heat Transfer dustrial and institutional buildings. 
Ample firebox volume permits any fuel to be burned efficiently. Contains, in 71 pages, engineering 
Unimpeded waterways provide rapid circulation and quick absorp- information for determining proper 

application and capacity require- 


tion of the heat from the fuel. Proper balance between firebox area ments of company’s unitary or cen- 


and boiler tube surfaces assures full transfer of the available heat tral plant systems. Covers survey, 
for highest operating efficiencies. design conditions, transmission co- 
efficients, heat loss calculations and 
* piping sizes. Diagrams are used to 
Strong Construction illustrate each section. 
Assembled from quality steel plate in accordance with ASME Code Available from: Unit Heater 
construction requirements by experienced boiler makers. Modern Dept., Carrier Corp., 300 S. Geddes 
electric welding techniques and manufacturing methods followed St., Syracuse, N. Y. —_ 
by hydrostatic pressure test before shipment assures rugged strength 


and long life in every Fitzgibbons design. Cost Cutting Ideas 


(Continued from page 89) 
Easy to Clean and Maintain at the job site. It helps the fore- 


Quick access for cleaning and inspection of all heat- For catalog data men by providing a compact en- 
closed office area and plenty of 





ing surfaces is provided through ample gas and on this 
Ae glia, * . lg FITZGIBBONS parts storage. Any job-site short- 


Steel Boiler, cut that can do all that is worth 


write to the the money to a contractor of any 
address below. size.” 


soot-tight doors. Large handhole openings permit 
water-side inspection. The Fitzgibbons “D” Type 
Boiler is'a result of three-quarters of a century of 
experience in boiler making. 








Here’s how the company went 
about converting the trailers in- 


- ee . 
to mobile shops: 
| Zz Z Ons When the buses arrived at the 


Welsh yards, workmen under 


Boiler Company, Inc. ey the supervision of equipment 


101 PARK AVENUE, NEW YORK 17, N. Y. superintendent William Gardner 
DEPT. 50 first tore out the seats. Next, they 
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installed angle-iron desk sup- 
ports up front for a work area 
for the supervisors and time- 
keepers. 

Having welded the angle-irons 
in place, they shaped %4-inch 
plywood to fit the rounded-front 
contour of each trailer, covered 
the plywood with Masonite and 
bolted everything in place. 

Above each desk, they in- 
stalled electric light sockets, as 
well as electric outlets to accom- 
modate office calculators, adding 
machines, etc. 


s The worktable, measuring eight 
feet in width and three and one 
half feet in depth, is suitable for 
working up plans and estimating. 
There is room for two at a time 
up front and, on run-of-the-mill 
jobs, the office area can serve as 
field headquarters for the super- 
visor. 

With the office area completed, 
the workmen turned to the win- 
dows. Those in the center on 
both sides were sealed with sheet 
metal, leaving three in front and 
two in the rear for ventilation 
and light. 

The back door was revamped 
and brought back to floor level. 
Outside steps of steel were added 
and hinged so that they could be 
folded back against the trailer 
and locked in place while in 
transit. To guarantee the side 
door against break-ins, metal 
loops were installed on either 
side so that a 34-inch rod could 
be slipped through and then pad- 
locked. 


s Along the sides in the rear, 
Welsh employees lined up bins 
which they built to fit the interi- 
or. These are used to stock vari- 
ous fittings, such as cast-iron fit- 
tings, galvanized malleable fit- 
tings, or nipples and weld fit- 
tings. 

Availability of these bins in 
the trailer has made it possible 
for the supervisor, using the es- 
timate sheet for a job, to de- 
termine what will be needed as 
basic stock. Such an arrange- 


(Please turn to page 204) 
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CADWELL 


EASY TO INSTALL 


EASY TO FORGET 


Cadwell valves are ruggedly de- 
signed and built—your customer 
will quickly see that here is pro- 
tection he really needs 


Precision design and construc 
tion combine with careful test- 
ing and inspection to make every 
Cadwell valve uniformly perfect 
and quickly installed 


You can depend on Cadwell 
valves to eliminate service calls 
and keep your customers satis 
tied, and safe 


Write for catalog or consult Domestic Engineering Catalog Directory 


CADWELL No. 25 


Self-closing temperature and 


’ pressure relief. Easy inspec- 


tion and cleaning without up- 
setting temperature and pres- 
sure setting. With or without 
test device and extension 
bulb. 750,000 BTU capacity 
A. G. A. listed. 


CADWELL 
No, N-105 TL 


Self-closing temper- 
ature and pressure 
relief. With or 
without test lever 
400,000 BTU ca 
pacity. A. G. A 
Listed 


f 


THE BEATON & 


CADWELL No. 75 


Adjustable 25 to 175 
ib. pressure relief, with 
or without fusible plug 
for temperature relief 


Perfection 
Floor and Ceiling Plates. All 
types and sizes to give a neat 
and finished appearance to all 
piping jobs 


4 


CADWELL 


MANUFACTURING CO. 





(Continued from page 203) 


ment makes it possible to have 
FOR ON LY tailor-made stocking for each 
job. The trailer is simply backed 


up to the yard’s -warehouse and 
stocked according to blueprint 


MANY USERS ARE SAVING THOUSANDS OF naete. 


Beyond the bins and along the 

D 1) LLA R S INM ETA L C U TTl N G C 0 SEES same wall, Welsh technicians in- 
stalled a light plant. Each fur- 

nishes power for lights and ma- 

chines, but equipment also can 

be plugged in if power is avail- 

able at the site. Outlets have 

been provided at the outside rear. 

The mobile field units already 

have been used on several jobs, 

including a $25,000 plumbing 

contract for Diamond’s Depart- 

ment Store in the Park Central 

Shopping Center, a $180,000 

heating, air conditioning and me- 

' chanical piping job at Sperry- 

No. 14 Beaver Abrasive Cutoff—s$540 * No. 20 Beaver Abrasive Cutotf_$995 Rand in Deer Valley, north of 


: oenix, a $90.0 bing 
OTHER BEAVER ABRASIVE CUTOFF MODELS Phoenix, and a $90,000 plumbing 


and utilities contract with Ari- 
Any-Angle Cutoff @ Wet Cutoff @ Hi-Boy Cutoff @ Oscillating-Head Cutoff @ Trailer zona State College at Tempe. 
Mounted Cutoff (gas and electric driven) Considering that it formerly 
took $350 for each knock-down 
LOOK AT THESE FABULOUS CUTTING TIMES! shed usage, the Welsh firm fig- 
ures that it should be ahead both 
in efficiency and in finances in 
short order. END 


2” Cold Rolled— 5”x5"x5¢” Angle— 3” Cast Iron Pipe— Obituaries 


10 seconds 12 seconds 6 seconds 

John Dale, 56, manufacturers 
representative from Brookline, 
Mass., died recently. He was the 
New England representative for 
Watts Regulator Co., Lawrence, 
Mass., for more than 28 years. Dur- 
ing his career he helped establish 


3” U Channel— 


4 seconds 1” Aluminum Bar 


* : —2 seconds 
4” Steel Pipe at a l bi and saf > codes i ‘ , 
45° Angle— 12 seconds plumbing and safety codes in many 
New England cities and towns. He 


ne 
was also New England representa- 


/ 
, tive for Anderson Products, Inc., 
O Cambridge, Mass., and Kenite Lab- 
oratory, Madison, N. J. Surviving 


%” and 114” C 1” F il , 1 ins : : : 
Gisele’ Ming poten I 1” Stainless Tubing— are his widow, three sons and a 
Aluminum and Brass 1 second . ; ’? ’ 

daughter, his mother, three sisters 


Extrusions—1 to 3 seconds 
and two grandchildren. 
Send us samples of the tubing you wish cut. Sample cuts of your material will be 
returned to you with a time study and recommendations. We also invite you to visit 
our plant and see the different Beaver Abrasive Cutoff models in use. Thomas M Cunningham 67. ex- 





ecutive secretary of the Mechanical 
CAN'T TELL HAVE A CUTTING Contractors Chicago Assn., died re- 
IT ALL HERE! OR THREADING cently. He had served in that ca- 
PROBLEM? pacity since 1949, following more 
IPE T@Ls Let Our Engineering than 25 years’ service as an engi- 
—— INC. — Research Department neer for Carrier Corp. Surviving 


Write for latest > , P 
facts on all : ' 


; ic. 
Beaver Machines! S 273-500 DANA AVE. ; 
WARREN, OHIO help you solve it, are his widow, his mother and a 


sister. END 
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(7) 
Look For and Ask For 
THE Z C O TRADE MARK 














Compare These Features 
1. Cast Strainers all Models 


Red brass columns. (85% cop- 
per) 
NEMA Standard Motors 


1/3 H.P. Closed Top Motors 
all models 
Polished and Ground Shafting 
Powdered Bronze Pump Bear- 
ing. 
SPECIAL PUMPS 
AVAILABLE 


230 Volt AC and DC Motors. 

Mercury, Float or weight-operated switches. 
Va - % - 1 HP. industrial sump pumps. 
Effluent Pumps. 

Special Application Pumps. 


/oeter [0 


3280 MILLERS LANE 
LOUISVILLE 16, KY. 
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News... 

(Continued from page 60) 
inspector of Chicago’s water dis- 
tribution division and, since 1954, 





executive secretary of the Chicago 
group. For six years previous he 
was public relations representative 
for the association. 

Readey also holds a professional 
sanitary engineer’s license and is 
Dean of Chapters of the American 
Society of Sanitary Engineering. 
Orangeburg Reports Sales and 
Profits Up for Ist Six Months 

ORANGEBURG, N.Y.—An 


in sales and earnings for the first 


increase 


half of 1957 was reported recently 
by the Orangeburg Manufacturing 
Co., a major producer of nonme- 
tallic pipe. Sales were up 4 percent 
over last year and earnings totaled 
$493,832 compared to $485,726 for 
the first six months of 1956. 

H. J. Robertson, president, said 
the firm expects earnings for the 
balance of 1957 to show an increase 
over those for the first half of the 
year. He also predicted a rapidly 
growing business for the com- 
pany’s plastic pipe, which was re- 
cently added to its line. 


Gorton Heating Corp. Is 
Celebrating 70th Birthday 
Cranrorp, N. J.—Gorton Heating 
Corp. is currently celebrating the 
70th anniversary of its founding. 
The company, which manufactures 
equalizing 


valves and air elimi- 


nators for heating systems, was 
originally incorporated under the 
name of Gorton & Lidgerwood Co 
on Jan. 24, 1887. In 1927 the name 
was changed to Gorton 
Corp. 

The firm still operates under the 
original charter issued by the State 
of New York 70 years ago, making 
it one of the oldest names in the 


Heating 


heating equipment business. 


Wholesaler Profits Slip 
Further During 1st Quarter 

Wholesalers’ 
their trend 
during the first quarter of this year. 
That’s the long and short of the 
Central Supply Assn.’s quarterly 
report of operating costs released 
last month. 

Wholesalers with sales of less 
than $500,000 annually reported an 


(Please turn to page 206) 


CHICAGO 
continued 


profits 
downward 


“Worth 
~ Waiting For” 


Pays 
C ay 


Paul R. Winters 

Paul R. Winters Plumbing & Heating Co 
Belmont, Massachusetts 

And you'll be glad, too, now that you 
can offer the finest in cast iron oil 
heating units for gravity or forced 
hot water heating, or for steam boiler 
replacement. The National-U.S 
Sunray IV incorporates all the de- 
sign and construction features you 
and your customers have been look- 
ing for in quality home heating. For 
the first time, here's a packaged 
heating unit with real sales appeal 
and outstanding benefits to you asa 
contractor 


National-U.S. Radiator 


All-in-One Auto- 
matic Oil-Fired 
Home Heating Unit ‘ae F ag et 


Send for free data 

Write today for catalogs 
on the new Sunray IV 
Packet and on the valu- 
able sales aids available 
to National-U.S. con 


tractors 


H 46 


wm National-U S. Radiator 


onProna 


—e NEA TING » vi 


ION 





New 


HUSHFLO 
Toilet Valve 
is actually 


SILENT 


because 
it operates on a 


NEW HYDRAULIC 
PRINCIPLE... 


Gradual 
closing of old style 
compression valves 
causes hissing and 

sizzling noises. 


The HUSHFLO (~~! 
Diaphragm Valve a : 
moves from 


fully open 


to Ve! ‘I 
i tightly closed 
4 
INSTANTLY 
i | SILENTLY 


operates by water pressure 





HUSHFLO fills the tank 
faster. Diaphragm shuts off 
flow by quick hydraulic 
action. Operates on 5 to 
200 Ib. water pressure. 
Metered overflow lets just 
the right amount of water 
into toilet while tank is 
filling, conserving water 
previously wasted. Simple, 
rugged .. . will give many 
years of trouble free serv- 
ice. Stock up now and be 
ready for the rush. 


ROMAR MANUFACTURING CORPORATION 


2364 Broodway, Buffalo 12, New York 


News... 





(Continued from page 205) 
operating loss of 1.34 percent, a 
decrease of 1.62 percent from 
last year. Those in the $500,000- 
$1,000,000 
figure of .36 percent, a decrease 
of 1.98 percent. Profits for the 
$1,000,000-$1,500,000 bracket aver- 
aged .57 percent, a decrease of 1.79 


bracket showed a loss 


percent, and the fourth group (over 
$1,500,000) showed a profit figure 
o. 2.18 percent, down .73 percent 
from last year. 

In the average for all areas, sales 
decreased from 3 to 7 percent, 
while expenses increased from ‘2 


to 2 The 


was a 1 to 2 percent drop in oper- 


percent. overall result 


ating profit. 


Merchandising Program for 
Wholesalers Offered by Trane 


La Crosse, Wis.—A new pro- 
gram designed to assist wholesalers 
to increase their heating and cool- 
ing sales in the new construction 
and remodeling markets 
launched last month by Trane Co. 

E. A. Cline, manager of heating 


sales, said the objective of the pro- 


was 


gram is to provide the p-h whole- 
saler with a complete, yet flexible, 
promotional program covering 
selling, educational meetings and 
merchandising. 

A complete literature selection 
consisting of more than 20 pro- 
motional pieces has been prepared. 
In addition, the program provides a 
short course in heating and cooling 
know-how. Administered by Trane 
sales engineers, the course is to be 
given when and where desired by 
individual wholesalers, Cline said. 


Through-the-Wall Furnace 
Being Studied by Frigidaire 

Dayton, O.—A new experimen- 
tal year-around central air con- 
ditioning system for homes has 
been developed by the engineering 
department of the Frigidaire divi- 
sion of General Motors Corp. 

The system can be _ installed 
through an outside wall of the 
home and consists of a gas furnace 
and factory-assembled air-cooled 
summer air conditioner. Since 
cooling coils are a part of the con- 
densing unit package that slides 
through the wall into the furnace, 
refrigerant tube connections can be 


time’s 
a. 
wasting 


The clocks keep ticking 
away. We need your dol- 
lars to make each minute 
count in the fight against 
cancer. 


With $70, we can buy an 
eyepiece micrometer ... 
$48 buys a laboratory 
flowmeter...$15 buys an 
instrument sterilizer... 
$3.75,a hematocrit reader. 


Only you can decide how 
much you can afford to 
send. But send it today, 
to help us keep moving 
ahead in the struggle to 
save lives. 


Send a generous check to 
“Cancer” c/o your local 
Post Office. 


AMERICAN CANCER SOCIETY 
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:Super-Turbine Pumps 


: Need No 
:Mechanical Change 


. when used for either shallow or 
deep well jobs. Because of this versa- 
tility, Burks dealers do more jobs with 
less inventory of pump models. In 
shallow well systems, the Super-Turbine 
delivers good capacity from suction lifts 
as great as 28 feet! For deep well 
installations, simply add a low cost 
Burks educer system. 


Easier Installations Save Your Time 


Burks Super-Turbines don’t need graded 
lines nor extra-deep ditches. These 
powerful pumps pull good capacity 
through dips and humps in the line — 
even extreme overhead loops caused by 
deep basement floors. 


Avoid Profit-eating Service Call-backs 


You'll get no priming complaints with a 
Burks. Super-Turbine Pumps do not air 
bind. They quickly regain their prime 
even if low capacity or gaseous wells 
let air into the line. They pump water, 
air, or a mixture of both to full usable 
water system pressures. 


Exclusive Impeller 
Is Selling Advantage 


Because each blade in the 

single impeller accelerates 

in a “multiple-stage” action, 
Super-Turbines give instant 

full pressure response. They deliver 
good capacity throughout the entire 
rated pressure range. This means 

long years of service 

because a Burks never 

works under strain. 


See your wholesale distributor 
or write for further information. 


DECATUR PUMP COMPANY : 


33C ELK STREET DECATUR, ILLINOIS @ 
SSCHHSSHSSSSSSSOSSSSOSESSEOOES 
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made a part of the factory package. 
The cooling unit also can be in- 
stalled at a later time as part of a 
remodeling project if desired. 

Capacity of the furnace is 105,000 
Btu input and the condensing unit 
and evaporator coils are rated at a 
capacity of two tons. 

H. F. Lehman, GM vice president 
and head of the division, said that 


This new experimental Frigidaire- 
designed year around air condition- 
ing system is installed through the 
wall of a house. The condensing 
unit remains outside the house as 
the cooling coils slide through the 
wall into the furnace’ plenum. 


the new development is indicative 
of the increased emphasis Frigi- 
daire is putting on its home air 
conditioning program 


House Studies Need for Curb 
on Plumbing Brass Imports 

PirtsBuRGH, Pa.—The flow of im- 
ported brass plumbing goods is 
now under study by the Federal 
government. A recent bill intro- 
duced into Congress asked the 
House of Representatives to “re- 
move the destructive aspects from 
import competition of brass plumb- 
ing products.” 

According to the Plumbing Brass 
Institute, which spearheaded the 
drive for protection of this vital 
U.S. industry, the bill (H.R. 8546) 
establishes quantitative reductions 
on the importation of these ma- 
terials. 


Gas Heating Shipments for 
Six Months Are Reported 
New York Crry—Shipments of 
gas central heating equipment were 
the first half of 1957, 
reflecting the decline in housing 
(Please turn to page 213) 


lower for 


:Competitively Priced... 


but advanced centrifugal design makes 
them fast priming and they won't air 
bind. Burks HV-Pumps handle air so 
well they even prime shallow well suc- 
tion lines. In HV-Centrifugal 
Burks dealers sell the better value of 
the pump price bracket. 
Their new mechanical seal requires no 
Motors 
protection and 


Pumps, 
competitive 
adjustment, gives long service 


built-in 
automatic 


have overload 


reset 


Versatile And Easy To Install 
Burks HV-Pumps are 
tally or vertically . either 
the well or offset, 
chanical change. Use them for shallow 
or deep wells and conversion is easy if 
Small and compact, these 
pumps fit into close quarters and adapt 
to almost any location 


installed horizon 
directly 


over without me 


needed 


Help Promote Your Good Reputation 
Every part that pumps is made of 
corrosion-resistant bronze. Vital pump- 
ing parts do not collect mineral deposits 
which clog and cut down capacity. That's 
why Burks HV-Pumps give long service, 
maintain their good capacity and keep 
customers satisfied ! 


This Exclusive Feature 
Helps You Sell 

Straight channels in the HV- 
Pump impeller throw water 
in greater volume and force 
to the cam-like outer rim 
There, “Kam-Action” controls the tur- 
bulence and directs the water flow. This 
improved centrifugal action gives 
good capacity at higher 
pressures and eliminates 
any need for multiple 
impellers on ordinary 


WHE. 
Ore 


= & 
Fy \\\ 


water systems. 


A 


" BURKS STAY 


wholesale distributor 
or write for further information. 


° DECATUR PUMP COMPAN 


@ 33D ELK STREET DECATUR, ILLINOIS 
SSSCSSSSSSSSSSSSESEOESESCEESE 


See your 
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5 Ways to Use Plumbing, Heating, Cooling Catalogs 


More information on the buying and 
specifying of plumbing, heating and 
cooling equipment through catalogs is 
available. Our representative will be 
happy to provide you with it. 

Call (CALUMET 5-4680) or write (1801 
PRAIRIE AVENUE, CHICAGO 16) 
so that we can help YOU with your 
CATALOG. 


1. You can certainly mail it to your cus- 
tomers and prospects, but do you know who 
all of them are? Is your list up-to-date? 
Will they keep your catalog? Will they be 
able to find it WHEN they want to buy or 
specify? 


2. You can have your salesmen poss it 
out, but salesmen are certainly high priced 
“paperboys.”” Your salesmen can certainly 
use your catalog to good advantage, but 
you want to use your salesmen to good ad- 
vantage too. Isn’t this way a waste of a 
lot of expensive selling time? 


3. Pass it out at conventions and exposi- 
tions. Some of these people at conven- 
tions HAVE to be customers and prospects 
—and some of them WILL still have your 
catalog when they leave. But, what about 
the hundreds of copies you see lying in 
the aisles and wastebaskets? 


4. Mail it only on request. You're pretty 
well assured that you have an interested 
party when you mail it this way. But, this 
certainly isn’t going out after the busi- 
ness. And, what about all the people who 
don‘t know your products, or name and 
address — but DO know those of your 
competitors? 


5. PUT IT IN DOMESTIC ENGINEER- 
ING CATALOG BIRECTORY. Your cata- 
log then goes to wholesalers, specifying 
engineers, and large contractors . : 
YOUR customers and prospects. You can 
be sure they'll find and use your catalog 
because DOMESTIC ENGINEERING Cat- 
alog Directory is the only single catalog 
source on the entire industry. They use 


DEC D every day — and have done so 
for 35 YEARS. 


DOMESTIC ENGINEERING CATALOG DIRECTORY 
1801 PRAIRIE AVE., CHICAGO 16, ILLINOIS 
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Why hide your brand names 


under a bushel! : 


v 


Brands that have made a name for themselves add prestige and profit to any 
retail business. 

Brand name products are good products. By displaying them you complete the 
chain reaction started by manufacturers’ advertising. Your enthusiastic push 
brings this advertising to life. Your convincing sales arguments turn impressions 
into reality, lookers into buyers, inventory into turnover. 

Proudly display brands today so you can cash in today. 


FREE! SEND FOR YOUR COPY... How to Make the Brand Idea Work for You— 
Gives you a cross-country look at the best brand promotion by retailers in all fields. Shows you 


quickly the benefits of brand name retailing, and how to qualify as a Brand Name Retailer 
of the Year. 


BRAND NAMES FOUNDATION 


INCORPORATED 
A non-profit educational foundation 
437 FIFTH AVENUE, NEW YORK 16, NEW YORK 
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"You know Jim... 
VVisloimmil<cmelelelel: 


SPERWODD Dal 


is this: 


T’S dependable! Lives up to every word 

—) = if that’s said about it. High quality produc- 

lc A tion output. Best of materials. Precision made. 

ee Simplicity of design. Efficient and long lasting. 
Man! You can’t beat it! 


and the No. 86A 


—- 
Now there is a topper, if 4 
54 YEARS there ever was one. Pre Mig 
PERIENCE vents hazards of back sy / , — 
EXPER ‘ib Ce 
, - z 


phonage. Saves on water 
tence ig Works on any city water == 


yressure ‘ills six gallon \ " \ \ 

pert COCK : an in a aa : tayo a \ i 
T > free € pin as- —S : ‘. \\ 
a wa | \N \ 
serves as an entree for Ny \ \. 


; /} 
more plumbing jobs. What , Ne SAS 
more would one want?’ \ \ 














go utes at 28 Ibs. pressure 


\ 


Order (ee SHERWOOD 


SHERWOOD 
Ball Cocks Brass Works 


Wher 6331 E. Jefferson 
Detroit 7, Michigan 


DomeEstTic ENGINEERING, SEPTEMBER 1957 





THIS NEW 


HARDENED 

TOOL STEEL 

JAWS ARE 
REPLACEABLE 


ANY SHAPE 
Round @ SquareM |; DEAL FOR 


_Hex@ Odd @ a pega tas 


The Reed Chain Wrench does everything a conventional 
pipe wrench will do, and a great deal more. It gets into 
tight corners, close to baseboards or between parallel 
pipe lines, and holds round, square or irregular shapes 
... firmly, without “play” or crushing. 





Its fast, ratchet-like action lets you tighten and “back 
off"’ without taking the wrench from the pipe. 


Available at 


OAKUM and 
Jackse TWISTED JUTE 
ee PACKING 


OILED CON 


JACKSON 


' 
<4 


MANUFACTURERS + &Y SE SINCE 1829 


THE THOMAS JACKSON & SON CO., READING, PA. 


CLOSE 


e on ordinary c pe 


CHAIN WRENCH 


Ratchet action 
works either 


QUARTER 


PATENT PENDING 
it wrer won 

All sizes of the Reed wrench have ample chain length 
for fully tightening pipe up to the diameters handled by 
ordinary wrenches of equal lengths. Additional chain in 
the 14” model, however, gives the wrench a full working 
capacity up to 2” pipe and a holding capacity up to 4 inches. 
This is a major convenience in lining up soil pipe stacks, 
straightening studs, setting posts or turning any irregular 
shape within the leverage range of the 14” handle. 


your Jobber in 10”, 14”, 18”, 24”, 36”, and 48” sizes. 


IMMEDIATE 
DELIVERY 
ON 
YOUR 
REMODELING 
REQUIREMENTS 


OF QUALITY 
CAST BRASS 
PRODUCTS 


Write PLUMBING ¢ LAWN IRRIGATION 


REFRIGERATION ¢ AIR-CONDITIONING 
SPECIALTIES 


ALUM-BRASS FOUNDRY & MFG. INC. 


1518 N. SPRING STREET +» LOS ANGELES 12, CALIFORNIA + CA. 5.1378 
REPRESENTATIVES 


CHICAGO 40, ILLINOIS, UPtown 86-6262 PHOENIX, ARIZONA, CR. 4-8205 
Peter Dicogatch & Ass‘? J. $. Myers 
4611 N. Ravenswood Ave. 505 West Georgia 
SAN FRANCISCO 23, CAL., WEst 1-6820 SEATTLE, WASH., Gladstone 7105 
Harry Hartman William C. Knopp, Knapp & Ce. 
2761 Divisadero St. 306 No. 133rd 
FORT WORTH 1, TEXAS, EDison 5-3198 JACKSONVILLE, FLA., EXbrook 8-7334 
Rich Associctes P.O. Box 1385 Merrell P. Poole P.O. Box 61 
SALT LAKE CITY, UTAH, EI. 5-0286 - 
Floyd E. Duncan, Intermountain Sales So. Salt Lake Branch, P.O. Box 223 


SINCE 
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News .. . continued from page 207 


starts. However, gas-fired boilers, one of the three 
classifications, gained enough in the modernization 
market to remain even with the previous year. 
According to figures released by Edward R. Martin, 
director of marketing for the Gas Appliance Manu- 
facturers Assn., gas-fired boiler shipments totaled 
37,000 to match last year’s figure. Gas-fired furnace 
shipments amounted to 303,300, a 14.3 percent dip 
from 1956, and conversion burner shipments totaled 
50,300 units, down 19.8 percent from last year. 


American Air Filter Officials Named to Producers’ 
Council. Two officials of the American Air Filter Co., 
Inc., Louisville, Ky., have been elected to membership 
of working committees of the Producers’ Council, 
Inc., a national organization of manufacturers of 
building equipment. 

John Frazier, sales promotion manager, was named 
to the marketing research committee and Jack O'Neil, 
assistant advertising manager, has been selected for 
the merchandising committee. Another AAF official, 
Charles S. Stock, manager of unit ventilator products, 
is a member of the board of directors of the Council. 


Central Foundry Announces New Identification for 
Soil Pipe. Cast iron soil pipe manufactured by The 
Central Foundry Co., Newark, N. J., will now have 
the additional identification of a white ring on the 
face of the hubs. John J. Flynn, general sales man- 
ager, said: “While Central’s pipe will continue to 
have the identification letters ‘CFCO’ cast on the 
barrel of the pipe, the white marking will make the 
pipe easier to recognize.” 

The company’s manufacturing plant is located at 
Holt, Ala., from which point all shipments are made. 


(Please turn to page 214) 
































“Mother, why do we wear these whenever 
daddy fixes something?” 
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TAKE IT 
APART 


-.--YOU CAN SEE THE 
DIFFERENCE IN A 


Eoubble-S 


i 


THE ONLY FAUCET AERATO 


with ONE INTERNAL PART! 


GOODRIE U.S. PAT. 2,761,662 AND PATS. PEND. 


This difference is the reason why America’s top faucet 
manufacturers insist on Bubble-Stream! Its exclusive, 
patented construction eliminates complaints. No jumble 
of complicated parts and screens — nothing to stop the 
softest, smoothest water flow you've ever seen! Remember 
this: When you sell a Bubble-Stream equipped faucet, 
you've got “built-in” assurance of a satisfied customer in 
every installation! 








CASH IN ON THE BIG HOME 
MODERNIZATION TREND! 
There’s a Bubble-Stream 

aerator for every faucet, 

old or new. Available in colorful § 
self-selling ‘‘Bubble-Pak”’ display 
cards, or individually boxed, 6 or 12 
per carton. 


Bubble-Stream 


AERATORS 





HLS Chicago 28, Illinois 
Mfrs. of AERATING DEVICES 





GLAMOROUS 


SPARTAN 


BASEBOARD 


Spartan Coast-to-Coast 


Warehouse Service 


is Me, 


£0 beautitul ‘> 


... but there’s more to it than just good 
looks. SPARTAN BASEBOARD incorpor- 
ates advantages heating men and users 
have long hoped for. Its operating su- 
periority has been proved under the 
most rigid testing. Its ease of installa- 
tion leaves the field far behind. 

In addition SPARTAN BASEBOARD 
provides such advantages as easy-to- 
clean, curved corners universal 
damper that holds any desired position 
...cam-lock front that comes off and 
goes back on with a flick-of-the-finger 
and — 


IT’S SO QUIET 


thanks to exclusive floating coil... vinyl 
grommets support coil and prevent an- 
noying noise when coils expand or 
contract. 


Illustrated literature on the new 
SPARTAN BASEBOARD as well as 
Spartan Convectors and Shower 
Stalls, available on request. 


SPARTAN 


CONVECTOR CO., INC. 


Division of Spartan Shower Stall Co., Inc 


52-55 74th ST., MASPETH 78, N. Y. 


News .. . continued from page 213 


Powers Regulator Opens New Branch Offices. 
Opening of a new factory branch office in Salt Lake 
City, Utah, and an enlarged office in Indianapolis 
were announced last month by the Powers Regu- 
lator Co., Skokie, Ill., manufacturer of automatic 
temperature controls. 

The Salt Lake City office, managed by John Lee, 
is at 233 W. 13th St., South, and the Indianapolis 
office is at 1413 E. Riverside Drive and is managed 
by K. F. Tirsell. 


American Blower Announces 1957-58 Training 
School. The Commercial Air Conditioning Training 
School sponsored by the American Blower Div. o! 
American-Standard, Detroit, will begin its second 
year of operation with a service course on Sept. 30 
and will continue through May 23 of next year. A total 
of 18 one-week courses will be offered, 14 dealing 
with service and four with application of commercial 
air conditioning equipment. 

Each course includes classroom and laboratory ses- 
sions. Lab projects cover the full range of commercial 
air conditioning problems and operations. Application 
to register for the course can be made through local 
American Blower branch offices, or through American 
Blower distributors. 


Cooper Supply Co. Salesman Honored. C. A 
“Charlie” Nimerick, salesman for Cooper Supply Co.. 
Tulsa, Okla., was honored recently at a luncheon 
celebrating his 25 years of service with the company 
Jack Cooper, president of the company, presented 
Nimerick with a watch appropriately engraved to 
commemorate the occasion. Harry Carson, vice presi- 
dent, and E. R. Cooke, vice president-manager of the 
company, also were on hand for the festivities. Ni- 
merick has been calling on plumbing and heating 
contractors in eastern Oklahoma for Cooper Supply 
since 1932. 


Ernst Named President of Heating, Cooling Coil 
Mfrs. Assn. T. W. Ernst, manager of the coil sales 
department of The Trane Co., La Crosse, Wis., was 
elected president of the Heating and Cooling Coil 
Manufacturers Assn. for 1957-58 at a recent meeting 
in Detroit. Ernst, a member of the association for 
four years, said the overall objective of the asso- 
ciation during the coming year will be to secure 
industry-wide recognition of the testing and coil 
rating code developed by the group. 

The coil manufacturers group currently lists 16 
firms in its membership. 


Westinghouse to Expand Air Conditioning Plant. 
A new addition covering more than 87,000 square 
feet of space will be constructed as an extension to 
Westinghouse Electric Co.’s present plant in Staunton, 
Va. Most of the new space will be used to enlarge 
the area available for receiving and warehousing de- 
partments. The Staunton plant manufactures a com- 
plete line of packaged, central type air conditioners 
as well as the firm’s heat pump. 

(Please turn to page 216) 
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This picture shows you 
26 Ways to Save Time, Labor and Money! 


Every Dresser Coupling and Compression Fitting is a way to save money 
no threading, no exact pipe fitting, no welding, no grooving, no caulking. 


(And there are 26 of these money savers in this piping setup alone.) 
Take those five Style 65 Dresser Compression Fittings, for instance. You 
simply stab plain pipe ends into the fittings and tighten the end nuts. 
Time: about 30 seconds per joint! 
Or take the twenty Style 38 Dresser Couplings (and one Style 40). 
They’re wrench-installed in only two man-minutes per bolt! 
For a full range of sizes and shapes . . . save time, save money 

. see your nearest piping supplier. 


DRESSER, 


Dresser Manufacturing Division, 79 Fisher Ave., Bradford, Pa. 
In Canada: Toronto and Calgary. 
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The stoutest pipe vise 
.... with built-in 


folding legs and tray 


Tristand — 
Pipe Vi 
Pipe Vise or —nagson Al 
Extra easy to fold up, carry 


and set up...Extra strong, Chain model 
extra rigid in use also available, 


Most service and durability 
for your money! Integral legs 
and tray mean quick easy 
fold-up for carrying and 
set-up for work—provide 
solid stance, greater strength. 
Vise base is roomy, has ceiling brace screw, 
pipe benders, slots for tools. Special LonGrip jaws 
grip tight without chewing up pipe. Save work 
—see it, try it, buy it at your Supply House. 


The Ridge Tool Company, Elyria, Ohio, U.S.A. 


News . . . continued from page 214 


Youngstown Kitchens to Build New Warehouse. 
Construction is now under way on a 51,000 square 
foot warehouse at the American-Standard Youngs- 
town Kitchens Div.’s main plant at Salem, O. The 
new building, attached to the plant’s porcelain enam- 
eling facility, will be used for storing and shipping 
porcelain-on-steel bathtubs being manufactured there 
for the firm’s plumbing and heating division. The 
project will cost approximately $600,000 and is sched- 
uled for completion by Jan. 1, 1958. 


Trane Expands Service Network. The Trane Co., 
La Crosse, Wis., has expanded its service agency net- 
work to include 36 United States centers. The latest 
addition to the service organization has been estab- 
lished at Trane’s regional office in Cincinnati. Robert 
A. Huff is service engineer and R. A. Matheis is office 
manager of the new facility. 


L. J. Wing Mfg. Co. Sells Assets to Aero Supply. 
The L. J. Wing Manufacturing Co., Linden, N. J., 
manufacturer of industrial ventilating, combustion 
and heating equipment, has sold its assets to Aero 
Supply Mfg. Co., Corry, Pa. 

According to a joint announcement made recently 
by H. S. Wheller, president of Wing, and Leo Strauss, 
president of Aero Supply, the 78 year old Wing Co. 
will be known as the L. J. Wing Mfg. Co. Div. of 
Aero Supply Mfg. Co., Inc., and will operate as an 
independent division. Wheller has been named chair- 
man of the new division and James L. Spencer, a 
director of Aero Supply, will be president. The com- 
pany will continue the manufacture of its present 
line at the Linden, N. J., location. 


Home Laundry Sales Up in June, but Down for 
Year. Home laundry appliance factory sales during 
June were up 14 percent over May figures. How- 
ever, total sales for the first six months of 1957 were 
down 19 percent from the same period in 1956. 
Guenther Baumgart, executive director of the Ameri- 
can Home Laundry Mfrs. Assn., said that a number 
of factors point to a more favorable second half. 
They include: increased retail sales in recent weeks, 
a more favorable inventory picture and new models 
to be introduced during the last half of the year, 
which traditionally stimulate sales. 


Gibson Refrigerator Sales Set 5-Year High. Sales 
of Gibson refrigerators in July smashed all company 
records for the past five years, according to W. C. 
Conley, vice president in charge of Gibson sales of 
the Hupp Corp. division, located in Greenville, Mich. 

“In the face of directly opposite industry trends,” 
said Conley, “our refrigerator shipments in July rep- 
resented not only the highest for that month in 
Gibson’s history, but also the highest month in the 
past five years.” The July shipments amounted to 
241 percent of those in June and 310 percent of those 
in July a year ago. The previous monthly record 
was established in June, 1952, during the Korean war 
buying spree. 
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Western Air Conditioning Industries Assn. An- 
nounces 1958 Exhibit. Arthur J. Hess, president of 
the Western Air Conditioning Industries Assn., Los 
Angeles, announced last month that the group will 
hold its second Conference and Exhibit in the Shrine 
Exposition Hall, Los Angeles, on May 7-11, 1958. 

About 8,000 persons attended the first exhibit held 
last year. Hess said that the need for such a show 
in the rapidly growing Western market was recog- 
nized and served by this initial venture. He em- 
phasized that the 1958 program will have increased 
technical sessions covering the field of air condition- 
ing, ventilating and refrigeration in addition to the 
product exhibit. Fred J. Tabery will again serve 
as exhibit manager, Hess stated. 


Earth Equipment Corp.’s New Trencher a Hit at 
NAPC Show. An “Everett” high-capacity, vertical 
bucket-type trencher, designed by Earth Equipment 
Corp. of Los Angeles, for exclusive use with Inter- 
national Harvester’s Model 350 utility tractor was in 
the spotlight at the Dallas convention of the National 
Assn. of Plumbing Contractors. Many thousands of 
exposition visitors witnessed the first appearance of 
the combination trencher-tractor, according to com- 
pany officials. 
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Carlin Co. Launches New Publication. A new pub- 
lication by The Carlin Co., Wethersfield, Conn., is 
designed to keep wholesalers and their contractor- 
customers informed of sales ideas, installation and 
service tips and news items about U. S.-Carlin oil 
burners. Called “Facts ’n Figures,” the new publica- 
tion will be issued quarterly. The initial issue was 
distributed at Carlin’s booth at the New England Oil 
Heat Show in June. 


New Committee to Support Gas Air Conditioning 
Manufacturers. Immediate steps to support the gas 
air conditioning programs of all manufacturers in the 
field have been initiated by the American Gas Assn.’s 
newly organized air conditioning promotion commit- 
tee. The committee’s broad program is based on co- 
ordinating the stepped-up efforts of industry research 
committees, equipment manufacturers and promotion 
organizations, 


(Please turn to page 219) 
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Handy New Portable 


RIBZOILR 


\ sives you plenty of oil 


wherever you thread pipe 


Hand Pump 
non-electric 


Assures 
longer die life, 
better threads, big oil savings! 


No wonder RIDG-OILR sales have soared .. . it lets 
you flood your threading dies cool wherever your 
work is, makes them cut better threads, last longer. 
Consists of screened chip-pan in circulating oil 
reservoir with hose-connected hand pump-gun, easy 
to operate—light to carry. Oil is double strained, 
used over and over. No messy floors. Quickly pays 
for itself—buy it at your Supply House! 


The Ridge Tool Company * Elyria, Ohio, U.S.A. 





INDUCERS 


ye 
' 
WHY 20 to 90 feet THIS i 
a Wing Draft 


of Chimney OF CHIMNEY : 

Inducer PAYS: Height Can Morwns | 
Be Saved pratt | 
inpucer # 


Costs less than a [! 


high Stack; Saves on : 7 


Capital investment. 
e 


ee 











Saves fuel by insur- 
ing correct draft 
at all times for 
highest combustion 
efficiency. 





CHIMNEY 
AAA AY 


BOILER 





Not a spot check — but each LEE 

fitting is given the special UNDER 

WATER AIR-TEST! After fre- 
quent checking on the production line, each LEE fitting 
is sent to the Inspection Department where it is carefully 
inspected and tested with 100 pounds of air pressure, 
UNDER WATER! This assures you of first class quality — 
always! They're positively LEEk-proof! 


LEE 


Cast Brass FITTINGS 


As others have for nearly 40 years, LEE is the name YOU 
can depend on for unfailing service. Judge quality by the 
judgment of those who have taken the responsibility for 
their installation in the large building projects in New 
York City, the Prudential Life Building at Jacksonville, 


* 
Draft unaffected by 
variations in wind 
or weather. 











There is only one 


WING 


Draft Inducer 


oe 
Eliminates high 
maintenance costs 
on high stacks. 


Manufactured and 
backed by L. J. Wing 
Mfg. Co., for over 75 
years a leader in 
heating and air 
moving equipment. 


Improves architec- 
tural appearance. 











ADVANTAGES: 


. Factory assembled units ready to install. 

. Built-in barometric damper optional. 

. Operating speed readily adjusted to suit draft 
requirements. 

i. Motor is mounted on automatic tension base. 
Correct V-belt ténsion at all times. 

. Entire assembly may be withdrawn for service or 
inspection. 


JOBBERS WANTED 





Good sales potential with attractive mark-up. 
Wing representatives in all major marketing areas are ready 
to assist jobbers. 
Regular nationwide advertising helps create demand. 
Send for jobber proposition 


Fla., the U. S. Navy, the Eisenhower home at Gettysburg 
and numerous other well-known constructions. 


If it's CAST Brass Fittings, CAST Drainage Fittings, CAST 
Soldered Fittings, Brass Screwed Fittings, Gas Stops, Stop 


and Wastes and other allied products in Brass, Bronze and 
Copper, remember, LEE means Quality, every time! 


For quicker service, reserve factory stocks carried in New York, 
Chicago, Boston, Los Angeles, Philadelphia and Anniston. 


193 Vreeland Mills Road 
Linden, N. J. 


L.J. Wing Mfg.Co. 


vision of Aero Supply Mfg. Co. Inc. 


Write now for our large, illustrated 
catalog No. A-1-A-23. Or have you any 
questions about the LEE Brass Products? 


TT 
FOUNDRY CO., Inc. 


om meee me f P.O. BOX 231 « ANNISTON, ALABAMA 
WING DRAFT INDUCERS |LEE.. The LEEdere for Mcarly GO Yeans 


218 


| L. J. Wing Mfg. Co., Div. of Aero Supply Mfg. Co., Inc. pes | 
193 Vreeland Mills Road, Linden, N. J. 


Please send your jobber proposition on draft inducers. 


Name 








Address 





| 
| 
| 
Firm : | 
| 
| 
i 
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News . . . continued from page 217 


Chicago Contractor Group Honored by Illinois 
Legislature. In observance of the 75th anniversary 
of the founding of the Plumbing Contractors Assn. 
of Chicago, the Illinois State Legislature last month 
passed a resolution of congratulations to the asso- 
ciation. 

Contained in House Resolution No. 115, the legis- 
lative measure congratulated the group on its long 
period of service in steadfastly promoting and en- 
couraging higher health and sanitation standards, as 
well as ethical practices to provide better service 
to the public. 


Trane Co. Sales and Profits Show Increase. New 
first-half record sales and net profits were reported 
recently by The Trane Co., La Crosse, Wis. For the 
first six months of this year sales totaled $39,762,334, 
an 8 percent increase over the same period in 1956. 
Net profit was up moderately at $2,640,883 for this 
year as compared with $2,573,872 for the first half of 
last year. 


Tait Mfg. Co. Cited in National Magazine. The June 
issue of Management Methods, a national business 
publication, carried a lengthy profile on Louis Wozar, 
president of Tait Manufacturing Co., Dayton, O., man- 
ufacturer of water systems, pumps and related water 
appliances. The article told how the company had 
upped its sales by 1,379 percent since 1951 and had 
launched a broad research and engineering program 
in 1952 which produced a completely new line of water 
appliances by 1955 

The Tait Manufacturing Co. was established in 1908 
as the Dayton Pump and Mfg. Co. bv Frank M. Tait. 
a one-time associate of Thomas A. Edison. The name 
was changed to Tait in Jan., 1956, in honor of its 
founder. 


Skuttle Sales Reps Hear About New Products. New 
products now being distributed by the Skuttle Manu- 
facturing Co., Milford, Mich., manufacturer of a line 
of humidification eauinment and permanent, washable 
air filters, provided the focal point for the company’s 
annual sales meeting held recently at Haven Hill 
Lodge near Pontiac, Mich. 

Twenty district representatives from all over the 
U. S. were introduced to new additions in the firm’s 
line, including a portable radiant electric heater, a 
plastic filter for heating and air conditioning systems 
and room coolers, and several newly designed humidi- 
fier components. 


Myers Creates Market Research Division. The F. E. 
Myers & Bro. Co., Ashland, O., has established a new 
market research division. Donald H. Paulson, a for- 
mer Dayton, O., manufacturers representative, has 
been named market research director. The new divi- 
sion will be under the direct supervision of Curtiss 
Ginn, Jr., Myers president, and will investigate and 
analyze present and potential markets for the firm’s 
line of water systems, pumps and water conditioning 
equipment. 

(Please turn to page 220) 





WSN 























for Mains 





Well-known pump 


makers now using 


Brady Tanks include. 


Goulds Pumps, Seneca Falls, 
New York 


A. Y. McDonald, Dubuque 


Monarch Machinery 
kel hy 
Berkeley Pump, Berkeley and natian, Saniibe 
Atlanta 


Advance Pump, Berkeley 
Aeromotor, Chicago 
Aurora Pump, Aurora, lil. 


; , mp, Indianapoli 
Conadian Locomotive, Peerless Pump, Indianapolis 


Kingston, Ontario Red Jacket, Davenport 
Wayne Home Equipment, 


Ft. Wayne 


Clayton Mark, Evanston 
Fairbanks-Morse, St. Louis 


Flint and Walling, 


Kendallville, Ind. . «sand others 


BRADY WATER TANKS ARE BETTER TANKS 


To stock them for your trade contact your supplier or pump 
manufacturer or write direct for complete information: 


Brady AIR CONTROLS, INC. 


18th & Ebright Streets, Muncie, Indiana 


News ... continued from page 219 


Clayton Mark Reports Slight Dip in Sales. In its 
interim report to shareholders released last month, 
Clayton Mark & Co., Evanston, IIl., showed a slight 
dip in sales for the first half of the year compared 
with the record high established by the company 
during the first six months of 1956. 

Sales totaled $6,993,570 this year against a figure 
of $7,131,556 for the 1956 first-half record. Company 
officials explained that the slight decline was caused 
principally by “the general softening of business con- 
ditions during the second quarter of this year.” 


Trane Co. Honored for No Lost Time Accidents. 
The Trane Co., La Crosse, Wis., has been awarded a 
bronze plaque in recognition for achieving over one 
million man-hours of production without a single 
lost time accident. The award was presented to John 
Cantwell, Trane works manager, by Daniel L. Hagge, 
manager of accident prevention for Employers Mu- 
tuals of Wausau, Wis. The safety record was com- 
piled during March and April of this year. 


N. O. Nelson Co. Deposits Funds to Pay Creditors. 
The recently reorganized St. Louis plumbing supply 
firm of N. O. Nelson Co. has deposited in excess of 
$2.5 million with Elliot H. Stein, trustee, for the 
purpose of making full cash payment to its creditors 
The assets of Nelson were turned over to its manage- 
ment, headed by Glenn Seydel, its president. 

Seydel said that $1,768,000 of the funds available 
to pay creditors had been loaned to the company by 
Walter E. Heller & Co., Chicago. He said that the 
loan, together with cash held by the trustee, would 
permit full cash payment of all creditors’ claims ap- 
proved in the reorganization plan. Seydel added that 
the management plans to proceed immediately with 
the operation of the business without interruption 


Steel Kitchen Group Adds New Member. The 
Stanley Works, New Britain, Conn., a major manu- 
facturer of cabinet hardware, is now an associate 
member of the Steel Kitchen Cabinet Manufacturers 
Assn. J. F. Moseley, manager of cabinet hardware 
sales for Stanley, will represent his company. END 














“Lunch is in the ice box, the mop is on the back porch, 
and the plumber’s phone number is on the desk pad.” 
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The most complete Pai 


new Spray Type Lavatory Faucets 


These new spray head faucets are a 
smart choice for today’s public washrooms. Chicago Faucet 
gives you the widest choice, with models for all needs. Each 
one has the same close-with-the-pressure, renewable oper- 
ating unit that has made 
Chicago Faucets first 
choice for trouble-free 
service and lasting 


economy. 


No. 967 —Centerset design, for 
lavatories drilled on 4” centers 
Spray spout reduces splash and 
water waste, permits washing in 


clean, running water. 


No. 877 — Combina- 
tion Lavatory Fixture 
with spray type spout. 
Distance between 


valve centers adijust- 


able from 8” to 12”. 


No. 878—Same.as 
877 but with 1%” 
Brown Popup Waste. 


Chicago Faucets 
are distributed 
through the 
plumbing trade 
exclusively 


THE CHICAGO FAUCET CO. 
Chicago 39, lil. 


cHICAGO., 
FAUCETS 


Building 





Last As Long AS me 
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OOTHI 


INSIDE... OUTSIDE... 
and STRAIGHT as an Arrow! 


Absolutely seamless, too! So perfectly 
round and smooth that it gives new ease 
in handling and caulking, new assurance 
of unrestricted flow and continuous per- 
formance! (“Everlastingly Yours!”’) 


Every inch of every length is uniform in 
thickness, fine-and-even grained, “homo- 
genized” in texture — never any thick or 
thin spots. Pipe cutter or cold chisel cuts 
clean and true. No fins, sand holes, burrs 
or splits. Contractors save money, time 
and labor by working with this perfectly 
made, machine-made product! 


Now APCO’s “revolutionary” new pro- 
cess brings you a new standard of perfec- 
tion in cast iron soil pipe! Consstiaanity 
manufactured — by spinning molten iron 
in sand lined molds. That's why APCO is 
uniform in thickness — so straight, round 
and smooth, it’s easy to handle and caulk! 


Ask for 


The Cast Iron Soil Pipe 
With the Mark 
of Identification 


Every APCO Sand Spun SOIL PIPE is in- 
dividually tested with air pressure UN- 
DER WATER — also tested and checked 
for accurate weight, hardness, uniformity 
of wall thickness, metal composition, etc. 
Available with single or double hub, in serv- 
ice weight or extra-heavy weight, in standard 
lengths, in diameters through 15”. Meets all 


applicable Federal and Commercial specifica- 
tions. Send for Folder 0-42 


Also specify APCO MACHINE MADE 
FITTINGS and “STRINGER FITTINGS.” 


ALABAMA PIPE CO. 


Offices in Principal Cities 
General Offices: ANNISTON, ALABAMA 


7" aS to ? ce ae 
CAST IRON SOIL PIPE 








FULLY AUTOMATIC 


WATER SOFTENER 
“Set it and Forget it” ey ane 


Quality Construction 


Polyethylene Salt 
Storage Tank — bids 
goodbye to corrosion 
and rust 


Heavy gauge steel 
Mineral Tank — hot dip 
galvanized throughout 
— baked gleaming 
long lasting finish 


200 Lb. Salt Storage 
Tank 


New Turbo-action 
Regeneration 


Easily installed — 
just plug into any 
110 voit outlet 


The TOWN and > 
COUNTRY 


. it really is 
truly automatic.” 


bee) $ 5 

A the soft water you want year In and year out 
~The Radiant Electric Calendar clock — an integral part of 
the Radiant Water Softener — ‘takes over” fully and com- 
pletely, automatically regenerates when it is supposed to 
and then returns to service. Only 2 moving parts for trouble 
free operation —the Radiant Electric Calendar and the 
Blectric Control valve. 


The COMET 


Not Illustrated 


Semi-automatic 
WATER SOFTENER 


with the patented “Rinse 
Timer” control. A waterproof 
clock type movement — 
precision manufactured 
Automatically returns tank 
to service when regeneration 
is complete. 


4 The BUDGETEER 
Water Softener with 
the Radiant Single 
Control Valve 





SERIES G 


SERIES H 


WITH THE PUMP 


FURNAS PRESSURE SWITCHES GIVE 
YOU CORRECT CAPACITY for the JOB 


Now you can match the pump with the right 


pressure switch. Furnas Electric, standard for 


the industry, has combined long experience 
with sound design and engineering principles 
to offer you pressure switches for every do- 
mestic requirement up to 5 hp, 250 pounds 
pressure. All are U.L. listed, pressure adjust- 
able and available in a wide selection of en- 
closure styles. 


Write for Catalog 5516— 1077 McKee 
Street, Batavia, Illinois. 


‘at FURNAS ELECTRIC COMPANY 


BATAVIA, ILLINOIS 


Sales Representatives in all Principal Cities 


lie ate 
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Names in the News 


(For additional “Names in the News,” see page 60) 
Acme Industries, Inc., Jackson, Mich.—James F 
Calvin appointed district manager in the O.E.M. Divi- | e @ ] 


sion. William J. Brinkmann and Thomas Blackmon 


appointed sales engineers for Acme’s Houston, Tex., 
regional office. Pd. 


American-Standard, Plumbing and Heating Div., 


New York City—James W. Hart named, manager of . 
the Dallas, Tex., sales office. OF 


American Tube Products, Natick, R. 1—William Te | 
Serpa appointed sales representative for Maine, New oO Shoot tT 
Hampshire, Massachusetts and Rhode Island. 6 | ® 

Armstrong Furnace Co., Div. of National Union ” 

Electric Corp., Columbus, O.—Harold E. Gahnz ap- 

pointed district manager assigned to special duties - ; That is one of the reasons why 

direct from the Columbus factory. : United States fixtures are so 
é' acceptable to the consumer 

Carrier Corp., Syracuse, N. Y.—The Andrews Dis- AK 3 ... SO easy to sell. The rigid 
tributing Co., Inc., appointed distributor for the Nash- inspection and fine work- 
ville and Chattanooga, Tenn., area . manship pay off in permanent 

customer satisfaction 

The Central Foundry Co., Newark, N. J.—Wall & 


The brilliant enamel finish, in 
Holloway, Inc., Philadelphia, named sales representa- 


both white and colors, and the 
tive for eastern Pennsylvania, southern New Jersey modern but conservative de- 
and Delaware. : signs explain why United 
States fixtures are found in 


Clayton Mark & Co., Evanston, Ill—Joseph 5S -_ the finest homes everywhere. 
Mikovich named union sales representative in Penn- 


But with all this deluxe qual- 


ity they are priced to sell. 
Toronto, Canada. You 


sylvania, western New York, eastern Ohio and 


can make no mistake 
by stocking U. S. Fixtures. 
They have every feature to 
make them the best profit- 
getters on the market 


The Cleveland Brass Manufacturing Co., Cleveland 
~Appointed as representatives are Michel Sales Co 
in Iowa and Nebraska; Richard R. Lucas in Kansas 
and Missouri; and Ford H. Pratt and J. Howard 
Springer in Florida, Georgia, North and South Caro- 
lina and Virginia 


The Coleman Co., Inc., Wichita, Kan.—Mark R 
Darmer named manager of the Dallas, Tex., sales 
office. Merle H. Crist appointed representative in east 


Texas. 


These and many other items can be ordered in CONSOLIDATED 
SHIPMENTS, cutting freight charges and giving you a bigger 
‘ profit margin. You can order smaller quantities more often. 
with headquarters in Atlanta, Ga SEND IN THE COUPON BELOW FOR COMPLETE DETAILS. 


Day & Night Mfg. Co., Monrovia, Calif.—Biggs 
Pump & Supply Inc., Indianapolis, appointed distribu- 


tor. PLUMBING FIXTURE CORPORATION 


Delco Appliance Div., General Motors Corp., Roch- : ve hes _— ae heme mg 


ester, N. Y.—Wilfred C. Woodhouse named regional P] ea ae : "» 


Crane Co., Chicago—Donald H. Armstrong ap- 
pointed manager of the southeastern sales district 


Lease end 


sales manager for New England with headquarters ( 


in Boston. 


Dunham-Bush, Inc., West Hartford, Conn.—Les 
Garnsey appointed assistant to the president. Cheste1 
Silva named general manager of the Riverside, Calif., 

(Please turn to page 224) 
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ror GAS ano OIL 
Le 


9 BIG 
FEATURES 


JO-BLAST 


POWER-TYPE DUAL FUEL BURNER 


The finest gas burner...the finest oil burner...now 
combined in one great unit! Another Lo-BLAST 
engineering achievement! Check these features— 

Highest efficiency on either gas or oil. Lo-BLAST design 
assures maximum fuel economy. 

Laminar Flame Oil Burner. Wide flat flame—no impinge- 
ment on walls or crown sheet. 

Fits low base boilers. Installs through average ashpit door. 

Reliable—safe. Factory tested. Underwriters’ Laboratories 
approved. 

Complete package. Shipped assembled and wired. 

Manual or automatic fuel selector. Damper transfers 
blower air to either gas or oil burner. Damper position 
governs switching action to controls. 

Soft quiet flame. Low pressure combustion air keeps both 
oil and gas flames quiet. 

Safety purge cycle. 30 second purge on each call for heat— 
also on fuel changeover. 

No coking or clogging of oil nozzle. Shield protects oil 
manifold against reflected heat. Air cooled during gas cycle. 





Send now for literature on this sensational new dual fuel burner 


MID-CONTINENT 


1, O ou 8 Fae 32 1) BD) OE Ow a OOP 
1960 N. Clybourn Ave., Chicago 14, III. 


Names . . . continued from page 223 


plant. Delton E. Harper named sales engineer in the 
Houston, Tex., area and John J. Castello appointed 
sales engineer in Los Angeles. 


General Electric Co., Specialty Motor Dept., Fort 
Wayne, Ind.—Vincent P. Gregg named manager of 
marketing. 


Gibson Refrigerator Co., Div. of Hupp Corp., Green- 
ville, Mich.—Orgill Brothers Hardware Co. appointed 
distributor in the Jackson, Miss., trading area. 


Gorton Heating Corp., Cranford, N. J.—Hardesty- 
Favero, Inc. named sales representative in the Pacific 
Northwest, including the states of Washington, Ore- 
gon, Idaho, Utah and British Columbia, Canada. 


Kennedy Valve Manufacturing Co., Elmira, N. Y. 
Appointed sales representatives are Gene Reinersman 
in Kentucky and southern Indiana; W. F. Strickland 
in Decatur, Ga.; A. E. Hockaday in Dallas, Tex.; and 
Edw. Shortall in northern California. 


A. Y. McDonald Mfg. Co., Dubuque, Ia.—John M. 
McDonald III joined the company’s wholesale division 
for a training period, eventually will work as assistant 


to the manager. (For more “Names,” see next issue.) 


The Bid Shopping Bill 


(Continued from page 104) 
plumbing, heating, piping, air conditioning, re- 
frigerating, ventilating and electrical work, in- 
cluding but not being limited to the furnishing 
and installation of plumbing, heating, piping, air 
conditioning, refrigerating, ventilating and elec- 
trical materials, equipment, and fixtures to a point 
five feet outside the building line.” 

In declaring its opposition to this section, the 
Mechanical Contractors Assn., through its spokes- 
men, President Joseph Spitzley (Detroit contrac- 
tor) and Secretary Lloyd Gruman, said: 

“The italicized words are those added by the 
House of Representatives’ Judiciary Subcommit- 
tee and afterwards approved by the full com- 
mittee before the bill was passed by the house. 
They are words of limitation. They are confus- 
ing and ambiguous in effect, but they seem to 
imply that work more than five feet from the 
building line is not mechanical specialty work 
and should not be included in separate specifica- 
tions for major categories of specialty work. 
These words of limitation would establish a 
Congressional policy for the guidance of all gov- 
ernment agencies, and, while this policy would 
not be mandatory in all cases, nevertheless, it 
could not be easily or lightly disregarded. In- 
stead, it would undoubtedly tend to shape all 
future contracting policies of the government. 

“Any doubts as to this purpose and probable 
effect are resolved by reference to the House 

(Please turn to page 227) 
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Why pass up even a 
part of the profit 
the COMPLETE 

job gives you 


PIPE COVERING 
.. All types for all services, 
all temperatures, hot and cold. 


ASBESTOS INSULATING 
CEMENTS 


.. Five types for temperatures 
to ‘oor — A. J. Gentiles, Baton Rouge Service Station Contractor, uses a 


LAWCO Portable Power Pipe Threader to cut threading time on 
4-inch pipes at Donaldsonville, La. service station installation. 


ASBESTOS AIR-CELL 
SHEETS AND BLOCKS 


2, 3 and 4 ply and up for > OS LAWCO Portable Power Pipe Threader 


temperatures to 350°F. 


threads 4-inch pipes in 42 minutes 


The pipe shown above is a filling neck for an 
underground gasoline storage tank. It posed 
ASBESTOS TAPE difficult threadi ines Thee Giteiens . 
..2 and 3 inch widths, 500 to 1500 ificu vt reading prob é m for a workman using 
foot packages, packed in cartons the ordinary method with a ratchet lever. The 
> tock >, >, ° " ° 
oy Oo Chee Gee, Se Se ground was wet and slick. Footing was insecure 
for the workman trying to brace himself for a 
pull on the lever. 
JET-LINE COMBUSTION a — But the LAWCO Portable Power Pipe Threader 
CHAMBERS solved this problem in a jiffy. Even with a 22-year 
.. (6/10 gal. to 12 gal.) A > > , Al 
complete, easily installed . old die, threading the 4-inch pipe took only 4% 
package” —maximum minutes. The manual method would have taken 
efficiency and the . 
oes ar e-wa nearly an hour. Plies 
for conversion or : Operation of the LAWCO Junior is extremely 
a oe simple and safe. After connecting to a 110-volt 
A.C. or D.C. circuit, this 20-pound portable pipe 
c > c Ss € %/ c Ss > ( i s) 2 ~~ i r4 
aatnenes canee threader employs a % horse power ¢ lectric motor 
..A full range of thicknesses and that drives the threader die. The tool has a 
weights, from 8 to 64 pounds per 100 toggle switch to provide reversible power. 
square feet 18", 24” and 36" wide. 5 Ib., : , - . 
10 Ib., 25 Ib., 50 Ib. and 100 lb. rolls. You can use this labor-saving unit for operating 


a winch, a wire puller, an auger for underground 


; tunneling, for boring post holes, driving nuts and 
bolts, and opening valves. Write us for further 
rd iain i son i inc.’ details, or ask our salesman to call. 


ASBESTOS and INSULATING MATERIALS 





VELOCITY POWER TOOL COMPANY 


141 WEST JACKSON BLVD.+ CHICAGO 4, ILLINOIS 201 North Braddock Avenue, Pittsburgh 8, Pennsylvania 
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Upgrade your kitchen business 


with POLAR WARE 


You'll find 

them premium in 
everything but 
price 


— 
arse 


Give yourself a selling edge, give your customer a 
better value with Polar stainless steel sinks — a product 


superiority 


that you can quickly see, easily feel and 


readily demonstrate. 


f 
(ie 


e 
are 


POLAR sinks cre deep drawn — provide solid, 
one-piece construction free from all cracks that 
might harbor bacteria and encourage leaks. 


POLAR sinks are turned down on all four sides 
— an added operation that provides an extra 
measure of rigidity. 


POLAR sinks have a machine polished interior — 
provide a lustrous finish second to none. 


POLAR sinks are heavily undercoated to make 
them extra quiet. 


POLAR sinks have rounded corners to make 
cleaning easy. 


POLAR sinks are made of heavy gauge nickel 
bearing stainless steel. 


POLAR sinks are flanged to fit Hudee frames to 
make installation a fast-running job. 


POLAR sinks are priced to make you highly 
competitive. 


Feature for feature, dollar for dollar, you'll find more 
product leadership, more selling power packed into 
Polar Ware than in any other line in the field. Write 
for an illustrated specification bulletin and the name of 
the wholesaler in your area who dis- 

tributes these first quality sinks. 


ways the best buy 
for that extra bath 


METAL DOORS 


Gleaming and easy to clean, 
they close inside the raised 
splashplate and keep water 
where it belongs . . . inside the 
shower cabinet. No messy 
floors, no soggy bath mats, no 
mildewed shower curtains. 


HEAVIER CONSTRUCTION 
22 gauge hot galvanized side 
walls, Bonderized for extra 
insurance of enamel adhesion. 
Lustrous 2-coat baked white 
synthetic enamel finish. 14 
gauge receptor floor finished 
in either baked or vitreous por- 
celain enamel, 


UNMATCHED DOLLAR VALUE 

Compare Bathking point for point with any 
cabinet on the market. You'll see that dollar 
for dollar it offers far more, is the ideal answer 
for the budget-minded family that wants an 
extra bath. 





Write today for name of Bathking jobber near- 
est you. There’s big profit in today’s greater- 
than-ever remodeling market. Let Bathking 


Polar Ware Company 


‘4900 LAKE SHORE ROAD, SHEBOYGAN, WIS 
Merchandise Mart Chicago 54 Room 1455 


415 Lexington Ave *123 S. Santa Fe Ave 
New York 17, N. Y Los Angeles 12, Calif 


Offices in Other Principal Cities ‘Designates office and warehouse 


help you get your share. Write today. 


The W.F. Norman Sheet Metal Mfg. Co. 


Dept. DE Nevada, Missouri 
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(Continued from page 224) 

Judiciary Committee report on the bill, which : : 
reads tS Adieu : are your profits Ln hot water ? 

“*The committee changed Section 3(3) con- 
taining the definition of mechanical specialty 
work so as to make such construction work ap- 
plicable to a point five feet outside the building 
line. The committee was advised that this line then . tigat BRADFORD | 
is one well known to the entire construction in- investigate . 
dustry. The limitation is the historical extent of 
the work of the trades performing interior me- 
chanical construction in buildings and similar 
structures. The inclusion of the limitation in 
this legislation will not preclude any particular 
subcontractor from doing both interior mechan- 
ical specialty work and the outside utilities, that Your profit picture is crystal clear 
work beyond the five foot line, if both the when you sell Bradford, the most 
prime contractor and the subcontractor desire 
such a contract. The limitation merely exempts 
the prime contractor from having to name the 
subcontractor who will do this so-called outside 
utility construction.’ (End of committee report) 


No fancy promotions, no free soap offers, 
no trips to Timbucktu. Just quality 
products designed for service, dependability, 


economy and beauty. 


complete line of gas and electric 
water heaters— glass-lined 
or galvanized; round 
or table top. 


»“These comments in the report are not only 
inaccurate and untrue, but in addition, they con- 
firm an intention to promote separate contracts 
and specifications for inside specialty work, to 
be distinguished from outside utility work. They 
imply that, though one contractor could conceiv- 
ably perform both types of contracts as one con- 
solidated project, this would not ordinarily be 
the case. 

“Contrary to the statement contained in the 
report of the House Judiciary Committee on 
H.R. 7168, the five-foot line, as a standard or 
principle on all mechanical specialty work, is 
neither ‘well known to the entire construction 


(Please turn to page 228) 


= | 
FRIGE RATORS | 


—| 


AND THIS BIG +-... 
the new Bradford ga: 
and electric clothes 





dryer America’s only 
dryer sold exclusively 


through the plumbing 





trade 





Haggtime 


ed: 
“You look smart. How come you haven’t won 


one on © quiz show?” Qennsvivania RANGE BOILER CO. 


24TH & ELLSWORTH STREETS ‘ PHILADELPHIA 46, PA. 


Since 1881 America’s Foremost Water Heater Manufacturer 





U.S. GOV'T work of the trades performing interior mechan- 
Sie | ical construction in buildings and similar struc- 


tures.’ 


All “So far as is known the concept has apparently 
WW-P541B been developed or fostered by the U. S. Army 


Corps of Engineers on limited types of work and 

YOUR NEEDS in limited areas of the country, principally on 
the laying of non-metallic pipe for sewerage or 
drainage purposes and principally in southern 
sections of the country. 

“All segments of the mechanical specialty con- 
tracting industry feel that the clause ‘to a point 
five feet outside the building line’ should defi- 
nitely be stricken from Section 3(3) of the bill 
for the reasons outlined.” 

Industry spokesmen also hold that the bill 
would officially sanction the one general con- 


JAMECO (Continued from page 227) 
industry’ nor is it ‘the historical extent of the 


tractor system and discourage separation of con- 
tracts. If passed, it could have an adverse effect 
upon present state laws that call for separation 
of contracts and discourage the passage of further 
state separation of contract laws, they feel. 


eFor all the above outlined reasons, opposition 
to the legislation has been keen. As indicated, 
the strongest protests have been against the five- 
foot clause in the definition of mechanical speci- 
alty work. In some quarters it was believed that 
opposition to this clause could make itself felt 
so strongly that the Senate Judiciary Committee 
would consent to hold hearings on the bill before 
reporting it out to the Senate floor for action, 
giving opponents of the bill an opportunity to 
air their views. Since Congress is about to ad- 
Chrome Cast Trap journ, if such hearings had been scheduled, they 
wouldn’t be likely to take place before next 


1 %" or ] Yu 


January when Congress reconvenes. Thus, action 
on the bill in its present form would be success- 
fully delayed 


e# As recently as August 25 the NAPC was of the 

opinion that the bid shopping bill was “stuck in 

committee for this year.” However, a telegram to 

DE from George Roscoe (of the Council of Me 

chanical Specialty Contracting Industries) just as 

we were going to press indicated that his group, 

alter canterring with Senatar Jahn MeClellan af 

the Senate Judiciary Committee, had successtully 

prevailed upon the cammittee ta repart the bill 

Out with the eantraversial hve foot clause atrioken 

Whether induatyy Oppeaitian ta the Ppenaining 

PPT at the bill will eantinuve atpang enouah ta 

HAAG Turiher oljeetiona to be paleed while the hill 

MANUFACTURING ia bein oonaidered hw the Menat ait whethey 

JAMAICA (he Senate will take up the DU before adiouen 
CO, INC 

1709.12721 Death Avenue, Araakivea 21, N.Y 


Went ow pret pe methany VEEL dhe Tay ome ThA 


Peniaine ty be eee PND 
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WENLE L00L AMETICaA S Foremost vvater fleater Manujacturer 





A 


UNTING FOR NEW BUSINESS? 


~ 
H 

rf 
o 


Keep The Profit-Pot Boiling 


' ARDEE FRAMES 


--- Save more 
installation time and labor 
Manufactured entirely by R. D. Werner 
Co., Inc. from coil or billet to finished 
frame. Strictest quality controls assure 
a precision fit and perfect seal on every 
sink, built-in range, lavatory. 


STAINLESS STEEL OR ALUMINUM 
ARDEE FRAMES 


(pat. no. 2,440,741) 


— fit all counter top materials, 
all plumbing ware. 


Stock to meet your immediate requirements 


Dept. DE-9 287 Fifth Ave., New fork 16, N. Y. % ? - 


. 
. « oe” 





YOU'LL LIKE THIS 


NEWS Tac 


FLOAT OR 
WHGHT OPERATED ~ 


Works on Any Sump Pump 


« Rasy te install and inepeet ¢ Twa pale eanatretian 
jay eater aperatian @ Vieible, vertieal aetan eaataete 
¢ Altiactive, rugged metal enclagure 


Wren far Septet Pathe trn Autti mee Bitnare 6) | wenpeay 
Ad) Neth Mire har Sheet Alfewubee 16) Wireanen 


Wew, FORM peenwete abe A Pant fe Hee sane B hie 


SQUARE [}) COMPANY 
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NOW'S THE TIME 
to Remodel Bathrooms 


WITH 
GUARANTEED QUALITY 


\ SENTRY Vitreous CHINA 


_ COMBINATIONS AND LAVATORIES 


COMPETITIVELY PRICED FOR 
YOUR REPLACEMENT JOBS! 


The Belmont Closet Combination 

shown here, together with other 

beautifully designed SENTRY closet 
combinations, are well worth speci 
tying tor these remodeling jobs 

and profitable, toon. These syphen 

action, wash-dewa, close coupled 
mt are en gineered i ter depend 
etticvency dew 

write SENTRY 

eA ceaceraing ite Righ 

» buliding fine af 


BELMONT 


claset aad lawatery fatures 


Nuw AVAILABLE 


ln Gleaming U hite 


AMM ThE UF 


wo Deewrator's Caolora! 


+ wf Pine Vileeene Chine 
+ eee Pity Yew 


SENTRY SANTEARY COMPORATIOS 
UTTLAALLAL LL Lee 2 Virginia 











n ard Quality Pumps 


Type $ }| 
Condensate Pump y 


Type M Type U 
Condensate Pump Condensate Pump 


Cae, 
‘ ae 


Type ECR 
Condensate Pump 


Complete Lines — Condensate and Vacuum 


Undivided Responsibility by Sarco 
for pumps and heating specialties 


These pumps have the efficiency and rugged construction 
which insure top performance and long, trouble-free serv- 
ice. They are designed and built to Sarco’s traditionally 
high quality standards. 


To help you select the right Sarco condensate or vacuum 
pump for each job, the experienced Sarco-Sarcotherm engi- 
neering staff will gladly cooperate. 


For Undivided Responsibility specify and order 

from one “Complete Line” source . . . SARCO-SARCOTHERM 
. pumps, heating specialties, temperature regulators, 

finned-tube radiation and weather-compensated 

control systems. 


Type VV 
Vacuum Pump 


Write for Pump Bulletin No. 1465 


SARCO CO., INC. © SARCOTHERM CONTROLS, INC. 
Empire State Bldg., New York 1, N.Y. 


Type E and EC 


Type SVA 
Condensate Pump 


Vacuum Pump 2226-F 














BOOST YOUR PROFITS, CUT 
HEATING INSTALLATION COSTS 


GET THE 


HEATING 
PACKAGE! 


PATCO oil fired units are com- 


pletely wired and assembled 


FORT 
RECOVERY 
makes the 


ready for immediate installa- 
tion at prices competitive with 
warm air! You can make more Consistency 
of quality 
control in die cast 
plumbing fittings is 


installations, bigger profits 
with each installation. All 


PATCO units are ASME approved. aia No. 1196 


For your convenience, too, 
PATCO hot water baseboard and 
accessories are packaged in 
one carton. Copper tube, 
aluminum fin with complete solder bond 
element in another carton. 

Get more details on the profitable PATCO HEAT- 
ING PACKAGE. Write, wire or call 


PATCO 231 N. BREAD STREET 
PHILADELPHIA 6, PA. 


W Alnut 5-2416 


one of the reasons the name 

Fort Recovery has become a 

symbol in the plumbing industry. 
More and more manufacturers are 
insisting on Fort Recovery quality 
because only laboratory-controlled 
alloys are used to give lasting 
strength and finish. All lock nuts and 
slip nuts are tapped and checked for 
uniform standard threads permitting 
interchanging. Nuts are 

buffed and triple plated 

for lustrous chrome finish and long 
wear. Your inquiry will be welcomed. 


T RECOVERY /rduiias INC. 


Manutocturers of Plumbing ond Soddlery Mardware Since 1879... 


FORT RECOVERY, OHIO 
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The Story of The Bath 


(Continued from page 99) 
enough, nations that climbed to the top—that did 
things, and that live because of the things they did 
—used plenty of water. 

When Egypt wore the crown of civilization, the 
Egyptians were frequent bathers; when Greece 
was the glory of the world, her bathing was the 
glory of the Greeks; when all roads led to Rome, 
all feet led to the Roman baths. But that was then 

But this is now. In Japan, where everybody 
takes a bath a day, and apologizes for not taking 
two, progress moves at a swift pace. In places, 
where millions of people get only three baths in 
their whole lives—one after they are born, one be- 
fore they are married, and one after they die— 
there is stagnation, poverty, misery. 

Such wide differences may not be entirely due 
to the bath. Maybe not. But it is a vital step in the 
upward climb. It promotes health, energy, self- 
respect, and only a healthy, energetic, self- 
respecting people are prosperous. 


# On sight you can tell a man who is not a regular 
bather. Of course you can’t tell him much, but— 
well, you can tell that a bath a day is not his habit. 
The daily bath is a body builder. It is the first step 
in the fine art of living. It molds character, and 
then emphasizes it. 

Like Tolstoy’s shoemaker, who judged people 
by their shoes, and nearly always was right, it is 
easy to pick out of a crowd those with the bath 
habit. The shoemaker had his shop in a basement. 
When he looked up from his work he saw the feet 
of the people as they passed. He could not see 
their faces—only their feet. He learned that shoes 
emphasize character. One day a man went by 
barefoot—but then, that’s another story. 


alf you are very, very young, a hundred years 
seem a long, long time. But if you are very, very 
old, gracious me! A hundred years seem next to 
nothing. 

Suppose, for instance, a woman, who is 100 
years old today, could touch fingertips with a 
woman who lived a century ago, and she, in 
turn, could touch fingertips with a woman who 
lived 100 years before that, and so on down the 
steps of time. Do you know there would be 
only 60 century-old women from this year of 
luxury back to the scantiness of Mother Eve? 
Think of that. Then think of this. Of the 60 
little old women in a row only the last three ever 
used soap. The other 57 never even so much as 
heard of it. And but one, if you please—still 
hale and hearty—knew the conveniences of a 
modern bathroom. 

Of course people always bathed, more or less— 


(Please turn to page 232) 
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Comfort 
designed fo fit 


your plans 


CEILING AIR DIFFUSER 


551 PERIMETER WALL AND BASEBOARD REGIST 


B SERIES PERIMETER 


= 


BASEBOARD DIFFUSER 


PH SERIES PERIMETER 


FLOOR REGISTERS 


For two-way heating-air conditioning systems! 


For every size and shape of conditioned space, 
there’s a Standard Register engineered to turn warm 
or cool air into draft-free comfort, without blasts, 
hot spots, or cold corners. 


Mail coupon row for new 
STANDARD 
STAMPING 4 
PERFORATING CO. 


Please send your new Registers & Grilles catalog 


Address 


City lone State 


—— 
' 


PUT A WARM AIR REGISTER UNDER EVERY WINDOW 
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OMA 4 a wane 
in your HOT WATER GENERATOR 


TANKS 
SMOKESTACKS 
PIPING 

WATER HEATERS 
BREECHING 
PLATE WORK 
BOILERS 


Here is a Hot Water Generator that will give you 
the maximum in efficiency! More hot waier at less 
Operating cost. Quality of constructions is your 
assurance of the maximum operating efficiency 
from your FINNIGAN equipment. Adaptable to 
any type operation—built to your specification in 
capacities from 66 to 5,000 gallons, FINNIGAN 
Hot Water Generators are made from the finest 
material and contain copper removable-coil heat- 
ing element. They are equipped with large size tap- 
pings which can be bushed to fit any job. 


Call, wire or write today for fur- 
eum’ ther information . . . there is no 


bligation. 
). obligation 





7 581 S.W. 47th ST., MIAMI, FLA. 
7 P.O. BOX 6025, HOUSTON 6, TEXAS 
4431 MAPLE AVE., DALLAS 9, TEXAS 
P.O. BOX 2527, JACKSONVILLE, FLA. 
4108 C. ST., LITTLE ROCK, ARK. 
3714 14th ST.. WASHINGTON, D.C. 4054 THALIA AVE., NEW ORLEANS, LA. 
230 North Torrence St. Charlotte,N.C. 4! ©. 42nd ST., NEW YORK 17, N.Y 





Submersible 


featuring the exclusive 


QUICK - CHANGE 
SWITCH 


Provides most dependable, trouble- 
free service. Test-proven after ex- 
ceeding million and a half starts 
... and quick-change switch makes 
repairing easy. Repair right on the 
job. Guaranteed for one year. Order 
yours today! 


Reduces overhang . . . makes 
installation easier 
Booster 


ED nw 


Six sizes available, 34” to 2/4” for every heating and 
cooling need. America’s smallest, most compact, light- 
est weight. Guaranteed for one year. Specify Enpo 
Booster Pumps . . .- tops in quality. 


Write for additional information 


THE PIQUA MACHINE & MANUFACTURING CO, 


PIQUA, OHIO 
Distributed Nationally by Plumbing & Heating Jobbers 





(Continued from page 231) 
in rivers, ponds, lakes, and so forth. And for the 
want of soap some of the little old women used oils 
or sand. Like the nomad, who bathes in sand— 
rolls in it—they came clean by erasure. 

So far as we know the first bathroom was in the 
city of Cnossos, on the island of Crete, 4000 years 
ago. The ruins of a much later model, dating 
back only 2500 years, have been found in Tirgus, 
which is in Greece. 


» The Greeks were the first to use bath tubs, 
though the tubs they used were not tubs at all. 
They were bowls—overgrown punch bowls, you 
might say, which rested upon pedestals three feet 
high. They were large enough to hold the water for 
a bath, but not large enough to hold the bather. 
The bather stood on a stone slab, dipped water 
from a bowl and poured it over his body. The 
Greeks regarded warm water as weakening— 
“effeminate” I think they called it—and so they 
took their baths cold. 


= Civilization got its start in Egypt. Along with the 
cultivation of wheat, the Egyptians cultivated the 
bath habit. 

Some 3400 years or more ago, you may re- 
member, while taking her daily bath in the river 
Nile, one of the daughters of one of the Pharaohs 
found a baby floating in a basket. She named the 
baby Moses, a word borrowed from the Hebrew, 
meaning “to draw out,” because she had drawn 
him out of the water. And Moses grew up, as 
babies have a habit of doing, and became the 
world’s first great teacher. 

Among other things Moses taught hygiene, sani- 
tation, and the fine art of living. He knew that to 
keep clean is to prevent disease, and to prevent 
disease is to build a strong race of people. 

His aim was to fix the habit of cleanliness, for a 
habit once fixed usually sticks. To fix the habit— 
to impress with authority—Moses uttered his 
teachings as Divine commands. “Thus saith the 
Lord,” he would say. This gave the bath a re- 
ligious touch. And why not? Is not a morning 
bath like a morning prayer? I will leave it to you. 


s More than 3000 years after Moses went up into 
the mountain and forgot to come back, another 
teacher, John Wesley, the first Methodist, was 
riding along a road in England when he came 
to a dirty little village. 

It so happened that in this village there lived 
a poor, lame potter, Josiah Wedgwood. This 
potter was to become the richest man in Eng- 
land, who, up to that time, had made his own 
fortune; also, he was to become the grandfather 
of Charles Darwin, the great scientist. 

Now Wedgwood was a worker who mixed much 

(Please turn to page 235) 
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“Sir” Patrick PEERLESS says... 


“PEERLESS is the place to BUY 
Quality Vitreous China!” 


. designed for Customer 
satisfaction, Beauty 
and Dependability! 


No. 5200 Combination 

4 profit-maker for dealers . dependability 
and lasting beauty for your customers! This 
Close-coupled combination is made of the finest 
quality pure white vitreous china for life-long 
cleanliness. Has the exclusive Peerless 4-bolt tank 
connection. Extra large trapway. 


No. 30 Lavatory 


Simple installation and 


Also available in white vitreou 
° ° re 7. a a top seller. 7 “ets 19” ledge-back 
Lifetime Vitreous China poe Faced tick cate aad 
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(Continued from page 232) 
teaching with his work. John Wesley drew rein as 
he saw Wedgwood trying to teach his potters the 
lesson Moses had tried to teach—that keeping 
clean increases health, which increases energy, 
which increases efficiency. And there, sitting on 
his horse, and seeing what he saw, Wesley spoke 
for the first time the now-famous phrase: “Clean- 
liness is next to godliness.” 

And Wedgwood looked up, smiled, and added: 
“Yes, and sometimes it is next to impossible.” 

The modern club grew out of the Roman bath. 
Before, as well as after Nero’s brief violin per- 
formance, it was not unusual for the wife of a 
Roman business man to receive a note like this: 
“Adored One—I cannot sup with you this evening, 
for I have an appointment with a citizen at the 
Therma.” 

The business man of today picks up a telephone: 
“Hello—is that you, dear? This is me. Say, I won’t 
be home for dinner. Got to meet a man at the club. 
Who? John Smith from Kalamazoo. Won’t be late. 
Bye-bye.” 

And that is the difference between the Rome 
that was and the America that is. 


#The Roman bath was called Therma, meaning 
heat, from which we get thermos—thermos bot- 
tle. The Thermas did not have canned music, 
electric lights nor ash trays, but, in magnificence, 
they outshone any club of this year of peace and 
plenty. 

Rome knew only two classes of people—the 
washed and the unwashed. And then, as now, the 
unwashed were crowded beyond the pale of po- 
lite society. 

Every family that could afford a bathroom had 


(Please turn to page 236) 






















Leal 


“Please, sir, can you be so heartless? You 
can have it for very little down.” 
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(Continued from page 235) 
one. Those who could not afford this convenience, 
as well as those who could, spent their idle hours 
at the public Thermas. Bathing became an art, a 
recreation, a pleasure—a worship of health and 
beauty through skins kept clean. 

The largest Therma covered a square mile of 
ground. The huge Diocletian could take care of 
approximately 3200 bathers at one time, while the 
Caracalla, the finest of them all, had room for half 
as many. Besides hot and cold baths, the Thermas 
were provided with perspiring rooms, dressing 
rooms, swimming pools, athletic fields, gymnasi- 
ums, lecture halls, and places for rest, refreshment 
and conversation. And there were Thermas for 
women, as well as for men. 


alIn these public baths the Romans exercised, 
kept their bodies clean, stimulated the circulation 
of their blood, rested, enjoyed the companionship 
of their fellows, and fed their souls with the beau- 
tiful carvings of ancient sculptors—all for one 
quadrans, which, in Uncle Sam’s money, would 
be one-fourth of one cent. 

For nearly 600 years, so Pliny, the historian, 
says, Rome used no medicine but her baths. And 
the Romans were healthy. 

A real Roman cleansing consisted of a sweat, a 
scrape and a shower. Or, as the invention of the 
shower was yet to be, perhaps “pouring”’ is a bet- 
ter word. That is, after a sweat and a scrape, water 
was poured over the body until it was washed 
clean. Then came a massage or rubdown, followed 
by a good rest. Thus from Rome, by the way of 
Turkey, arrived the Turkish bath, which finally 
reached America in 1865. 

Scraping off the perspiration brought about the 
invention of the perspiration scraper. Usually we 
get what we need when we need it. 


= Every age that has yet been born has blazoned 
its symbol of wealth. What is the good of gold if it 
can’t be shown? In one age furs bespoke personal 
wealth; in another, beads; then silks; then combs 
for milady’s hair; then full-length mirrors, that 
the fair might see themselves as others saw them; 
next it was the carriage or the piano; and now— 
now what shall we say? Is it the latest motor or a 
flying boat? 

In the age of the Roman Therma the symbol of 
wealth was the perspiration scraper. Of course a 
smooth piece of wood would do; but then, wood 
was so common. Anybody could have wood. So the 
wealth of the wealthy was displayed in bone, 
bronze, silver and gold scrapers. 

The Romans carried their scrapers down to the 
bath much as we modern mortals carry our bath- 
ing suits down to the beach. 

The upper classes were scraped by their slaves; 

(Please turn to page 239) 
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(Continued from page 236) 
but the poor, thank goodness, could scrape them- 
selves. 

Once in a while Roman politicians opened their 
private baths to the free use of the public. Amer- 
ican politicians give free outings. Instead of pic- 
nics, as is the American custom, politicians of 
Rome, from the Emperor down, mingled with the 
people by bathing with them. 

And so politics is politics—in Rome as in Amer- 
ica—yesterday as today. 

One time, while at a public bath, the Emperor 
noticed an old soldier rubbing his back against a 
marble wall. The Emperor asked the soldier why 
he used the wall as a scraper. 

“Alas, sire,” answered the soldier, “I am very 
poor—too poor to own a slave, and too feeble to 
scrape myself with a scraper.” 

Forthwith the Emperor gave the soldier money 
and a slave. 

The next day, when the Emperor came to the 
bath, he found a long row of old men rubbing 
their backs against a wall. 





And so human nature is human nature—in 


Rome as in America—yesterday as today. 


#A clean nation is a progressive nation, and a 
progressive nation is a ruling nation. But alas, 
alack, the thirst for power—the spirit of conquest 
—reaching out and out for more and more—and 
Rome crumbled, and progress crumbled with her. 
And the world went to sleep and slept for a 





thousand years, or, to say it in another way, a 
thousand years without a bath. 

A thousand years without a bath! Surely, those 
were Dark Ages—dark with dirt. But wait. Be- 
fore going into that, let me say this: Knights of 
the Bath are not Saturday Nights. 

The Order of the Bath, from whence emerged 
the Knights of the Bath, was a little pleasantry 
set agoing by Henry the Fourth of England in the 
year 1399. 

But was it a pleasantry? One never can tell 
about an Englishman. Henry may have been 
serious. He lived in a serious time, and serious 
times make serious people. Europe was be- 
ginning to rub its eyes and creep out of the 
filth of ten mouldy centuries. Perhaps King 
Henry thought it time to wash up. 


# “In days of old, the knights were bold,” so the 
poet wrote—but not bold enough to take a bath. 
Henry knew this. He knew that a knight shied at 
water like an elephant shies at a mouse. Hence 
the Order of the Bath. 

Candidates for this order were selected by the 
King. But, before a candidate could be initiated, 
he must take a bath. Ah! there was the rub! 

Having been led into the bath, and having sur- 


(Please turn to page 240) 
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(Continued from page 239) 
vived the shock, the knight became a shining ex- 
ample to others, who, though less favored, were 
equally in need of water. 

Habit ever clings like a clinging vine. For even 
now, when a man is about to be initiated into a 
secret order, he takes a bath on suspicion. 

The pendulum never swings half way. It swings 
from one extreme to the other. Thus, from the 
cleanliness and the glowing health of Rome, the 
pendulum swung to the uncleanliness of the stalk- 
ing pestilence of the years that followed. The bath 
had been a part'of Rome’s pagan splendor. With 
the rise of Christianity, what was more natural 
than the thought that water loosens morals as well 
as dirt? The early Christians turned their backs 
upon the bath—they would have none of it—and 
because of this civilization suffered for a thousand 
years. 


« Europe forgot, or did not know, that nature de- 
mands a clean skin. So the bath was given absent 
treatment; Christianity marched on its victorious 
way; plague pursued the unbathed in the still 
watches of the night; London was without a drain- 
age system; each person in Paris had to get along 
with one quart of water a day. What wonder that 
disease and death perched on every doorstep? 
People died like flies. Christian leaders said it was 
the will of God. But today we know better. I 
should say we do. They died for the want of 
proper sanitation, for the want of plenty of water, 
for the want of regular bathing. 

King Henry knew what he was about when he 
founded the Order of the Bath. I think so. 

Great as we are, and smart as we are, we Amer- 
icans have not moved so fast, sanitarily speaking. 
It is only a hundred years since the first pumping 
station in this country started to pump. Chicago 
was our first city to have a real sewerage system, 
and that was not until 1855. We had no public 
baths until 1891. Even today some families think 
so little of their bath tubs they use them for coal 
or vegetable bins. 


# Less than 40 years ago yellow fever and small- 
pox were frequent callers. Just before that chol- 
era boldly strode the highways and byways count- 
ing its victims. Plague spots dotted our land- 
scape. Now all that is changed. And what did it? 
This, and nothing more: Pure water piped into the 
home; poisonous waste piped out of the home; 
bathing; learning how to live, which, I’m sure you 
will agree, is better than learning how to die. 
The science of living, or sanitation—they mean 
the same—has to do with heat, light, water, clean- 
liness and ventilation. And these have to do with 
the five most important things of life—comfort, 


(Please turn to page 243) 
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ized steel or o m with white boked~« 
Xx 32 X32 


mode 


enamel or natura z 0 
36 X36 


CHOICE OF RECEPTORS: cast stone 


porcelain 


terrazzo 


black boked-ename! stee 


WAREHOUSES: Philadelphia, 
Boston, Chicago, Los Angeles. 


Write for Catalog 04. 


SUPERIOR SHOWER CO. 


37-06 57th St, Woodside 77, N.Y. C. 





SINGLE OR DOUBLE TIER RADIATION 
SOLVES ALL HEATING REQUIREMENTS 


Hoff PANEL LINE 


HIGH OUTPUT . . . HANDSOMELY STYLED 
BASEBOARD RADIATION 
OR RECESSED 


. 4 
Rust-resistant electro galva- 
nized steel. Full collar non-ferrous 
heating element. Snap-on accessories. 
Panels in 3, 4, 5, 6, 8 ft. lengths. 


FREE-STANDING 


SINGLE TIER 
For normal applications when heating require- 


ments are at a minimum and sufficient wall 
space is available. 


DOUBLE TIER PARALLEL 
For cold climates where heating requirements 


are high. Also for bathrooms, kitchens and play- 
rooms with limited wall space. 





DOUBLE TIER SERIES 


Equally effective as parallel, with additional ad- 
vantage of returning to boiler or main without 
looping back under floor . . . essential where 
returning under cement slab floor is not prac- 
ticable. Particularly suited for converting from 


old hot water or steam systems to baseboard. 
Hoff MANUFACTURING CO. 
BETHANY, CONN MEMBER I-B-R 


WRITE FOR LITERATURE AND INSTALLATION DATA 


and COMPRESSION 


TYPE FITTINGS 
at 
DOWN TO EARTH 


PRICES lWhte for 
#8 Complete Catalog 
EASTMAN PRODUCTS CORP. 


PLANO, TEXAS 
INA 


\MMEDIAtE 
DELIVER" 


s 
a 
ry 


SEARS 


a= Mad AAA 


wauenaaaths 


cleaning up. . . 


Ble if 
ZA, 
2 
ae 





LS 


‘ 
¢ 


with the Right 
BRUSHES and SCRAPERS 
Stock Up Now! 


WORCESTER BRUSH AND 
SCRAPER C0. 


MASON- Wet tass is 
BRUSH CO. 
AUSTIN ST. WORCESTER 1, 


Keep An 
Adequate 
Supply 

On Hand' / 


VS RLARE 


LOS 


4 


Loi 


ly 


MASS. 


tJ 


us 
St 


SULFLO’ 


ip ) 
SAN 
pipe dream 


Make that “‘pipe dream” come true! 
Whatever type of work you have—whether it 
is brush-on, power or machine—there is a sci- 
entifically compounded SULFLO cutting fluid 
to fill the bill. 
It “eases the pull” 
job!” 


because “it sticks on the 


*SULFLO—IS THE TRADE-MARK OF SULFLO, INC. 
SULFLO NO. 1 SULFLO NO. 2 


- For Machine Use Lighter 
Hand Threading, in density than No. 1. Has 
ping and Brush On same properties as No. 1. 


For Tap- 


Jobs. 


SULFLO Machine-Kut 


For Pipe Threading Machines and for the machining of high alloy 
steels. Machine-Kut is a sulphurized fluid type cutting oil, trans- 
parent on work 


Sulflo Products Are Sold By Selective Distributors 


(If you don’t know who your local SULFLO Distributor is, write us— 
we'll be glad to send you literature and put you in touch with him.) 


SULFLO, INC, ELIZABETH 4,N. J. 


TESTING DEVICES 
GUARANTEE 


GASLINES 


Test your gas line installations with a Beekman 
Gas Proving Pump and Beekman improved Mer- 
cury Column to insure a leak-proof job. Quick, 
simple, and positive check against gas line leaks. 


MUTUAL MANUFACTURING CO. 


Dependable Testing Devices 


45-16 162ND ST. FLUSHING 58, N. Y. 


LEAK. 
PROOF 





» Ox 


NOW America's Finest Bathtub Protection 


ROTECTUB Co-cxs 


Reps Wags Getter 


for preventing damage 
’ after tubs are installed. 


i. PROTECTUB Deluxe 
— The thick corrugated 
box beard cover with 
exclusively processed 
water repellent liner. 
2. GUM-A-TUB Econo- 
my Liner—Pre-cut, pre- 
shaped gummed back 
cover. Applied by wet- 
ting with damp cloth. 
3. COATATUB — Low 
Cost Liquid Viny! 
Plastic applied with 
whitewash brush—peels 
off. Comes in gallons 
and drums. 


= Ask about our New 
mm Porcelain Enamel 
T 


a 
above and below 
waterline. 


tf not available at your wholesaler, write Dept. DE 
PROTECTUB INC., 71 Ludlow St., N. Y. 2, N. Y. 
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(Continued from page 240) 

health, ambition, efficiency, happiness. Where san- 
itation is a stranger, sickness is a constant guest. 

The Crusaders of the Dark Ages went into the 
East carrying the Cross. They came back bearing 
the standard of the bath, for the bath had never 
been lost to the people of the East. This was a fair 
exchange. And with the bath restored, civilization 
slowly scrubbed itself and resumed its onward 
march. 

We are only just now recovering from that long, 
sleepy, bathless stretch o’ time. END 

(To be continued next month) 


What the Ladies Like About Cooling 


(Continued from page 93) 
in family relations, which most felt was an im- 
portant benefit of air conditioning. 

A number of the ladies said air conditioning 
had resulted in more time spent in the home. They 
reported less night-clubbing and theater-going 
and, consequently, less money spent. Dogs and 
cats apparently were in accord with this idea, as 
several women said their pets had given up noc- 
turnal roamings. 

Asthma and hay fever victims showed improve- 
ment following the installation of central air con- 
ditioning, some women said. 

There was almost unanimous agreement on the 
fact that housekeeping chores become less burden- 
some in a cool atmosphere. Housewives using 
domestic help said they found them easier to hire, 
and a number of women said the family eating 
habits had improved because they served more 
hot meals during the summer. 

Among other points brought out by the forum 
was that of reduced humidity, making molds and 
mildew less of a problem, and the fact that wom- 
en’s garments stay fresher longer. Many women 
reported they have cut down on the number of 
summer clothes they buy but have upgraded the 
quality of garments. 

So much for the plus factors brought out by 
the forum. Plumbing, heating and cooling con- 
tractors, will, of course, recognize that these opin- 
ions provide some excellent sales ammunition that 
they can use to advantage in their own business. 


s What about the negative side of the picture? 
In general, the forum brought forth only two 
things that bothered the women about their air 
conditioning equipment and they involved the 
cost factor and the intricacy of control. However, 
according to those women who had taken the 
trouble to estimate costs, this factor was neg- 
ligible when compared to the benefits. 

Norris pronounced the panel discussion a suc- 
cess and said he plans to conduct similar meet- 
ings in other areas of the U‘S. END 
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Handy TUBE BENDER 


Smoothly Bends Any Pipe or Tubing 
34g” to 14a” O.D.... 


e Just a twist of 
the wrist assures 
perfect, even bends 
—right angle, any 
angle, U and off- 
set. Save enough 
on ONE job to 
pay for your 
HANDY TUBE 
BENDER. 


HOLSCLAW BROS., INC. 


_ 46 N. WILLOW ROAD @ EVANSVILLE, INDIANA 


NEW BOILERS A 
FAST, EFFICIENT 
START. 


KEK revives 


OLD BOILERS, REMOVING 
SCALE, OIL, CORROSION 
FROM ENTIRE 


SYSTEM. 
K & n ITé MADISON 


LABORATORY New Jersey 


ANNIVERSARY 
a7 ° “$7 


BIGGER 
PROFITS 
et 


Nd 


FAMOUS PRE-PAK TUBELESS AND 
ASSEMBLED UNITS VERTICAL 
TUBE -BOILERS 


GENERAL REPUBLIC HEATING PRODUCTS CO. 
7420 STATE ROAD, PHILADELPHIA 36, PA. 


Makes Any Fire Door 
A”'SAFETY VALVE”! 


INLAND Safety Door Closer 
For Gas and Oil Conversion 
BURNERS 


Replace the regular boiler or furnace door 
hinge pins with the Inland Door Closer, file 
down the door catch and you have an extra 
“Safety Valve” on the job. Gentle spring 
tension allows door to swing open on slow 
or faulty ignition of burner and then close 
Wedge holds door open when necessary. It’s 
easy to install with the NEW SPRING 
HOLDER 


MADE IN 3/16”—1/4”- 16”—3/8” 
DOOR PIN SIZES AND PRICED AT 
$1.15—$1.20—$1.25—$1.30 


See your jobber or write us. Pat. #2,605,097 


INLAND MFG. CO. i120 w. cicero. cHicaco 51, ILLINOIS 


rR = PS oO 
To Mate 
- HEATING <<: 


willbe 
BASEBOARD WINTER AIR 
RADIATION CONDITIONERS 
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ADVERTISEMENTS 





SITUATIONS OPEN 





FIXTURE SALES MANAGER 


Wanted by manufacturer of complete 
line. State full experience. Address 
Key 341-D, “DOMESTIC ENGINEER- 
ING,” 1801 Prairie Ave., Chicago 16, 
Illinois. 


DIRECTOR OF SALES 


For large plumbing and heating manu- 
facturer and supply. Good opportunity 
and salary. Address Key 343-D, “DO- 
MESTIC ENGINEERING,” 1801 Prai- 
rie Ave., Chicago 16, Illinois. 


PUMP SALES MANAGER 


To take charge of sales department, 
water systems, for national operation. 
Headquarters central Ohio. Address 
Key 344-D, “DOMESTIC ENGINEER. 
ING,” 1801 Prairie Ave., Chicago 16, 
Illinois. 


IF YOU ARE A MAN, SEMI-RETIRED, 

between the age of 60 to 75, and 
have experience in the selling of wet or 
dry heating equipment, and wish to 
utilize your time in this field, I have a 
proposition to offer. Contact, B. W 
MURPHY, 3550 S. Morgan St., Chicago 
9, Illinois. Cliffside 4-4000 


BUYER 


For large plumbing and heating supply. 
Must be experienced. Good salary and 
opportunity. Confidential. Address Key 
345-D, “DOMESTIC ENGINEER- 
ING,” 1801 Prairie Ave., Chicago 16, Il- 


linois. 


EXPERIENCED ESTIMATOR 


wanted. Prefer man with years of esti- 
mating experience in the plumbing and 
heating business, who is qualified to 
take quantities of materials from plans. 
Small Indiana city of 23,000. Good 
opportunity. Address Key 285-D, “DO- 
MESTIC ENGINEERING,” 1801 Prai- 
rie Ave., Chicago 16, Illinois. 


HEATING MAN 


To take charge of department. 
company. Good wages and benefits. 
Address Key 346-D, “DOMESTIC EN- 
GINEERING,” 1801 Prairie Ave., Chi- 


cago 16, Illinois. 


Large 


LABORATORY MAN 


With experience to test both oil and 
gas fired boilers and warm air furnaces. 
Location central Ohio. Good job. Con- 
fidential. Address Key 347-D, “DO- 
MESTIC ENGINEERING,” 1801 Prai- 
rie Ave., Chicago 16, Illinois. 
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Advertising Department, 


ceding publication date. 





RATES FOR CLASSIFIED ADVERTISEMENTS 
Light face advertisements, fifteen cents per word, including head- 
ing and address. For keyed address count seven words. Minimum 
advertisements, $3.00 per insertion. Rates for bold face advertise- 
ments, $6.00 per inch. Address all advertisements to Classified 
DOMESTIC ENGINEERING, 
Prairie Ave., Chicago 16, Illinois. All Classified Advertisements 
are payable in advance! Closing Date: Fifteenth of month pre- 


ALL COPY IS SUBJECT TO THE APPROVAL OF THE PUBLISHER 


1801 











SITUATIONS WANTED 


REPRESENTATIVES WANTED 





DESIRE POSITION OF REGIONAL 

manager (headquartering in Chi- 
cago) Well versed in all phases of 
sales management of salaried and com- 
mission salesmen, conducting service 
and sales meetings all levels in plumb- 
ing and heating industry. Experience 
covers complete knowledge water sys- 
tems water heaters and _ softeners, 
heating and air conditioning Best 
suited to manage defined region or 
branch for maximum sales results Re- 
sume on request Age 45 Address Key 
351-D, “DOMESTIC ENGINEERING,” 
1801 Prairie Ave., Chicago 16, Illinois 


PURCHASING AGENT 


Excellent background in wholesale 
field. Uncontrollable circumstances ne- 
cessitate a change in present executive 
position. Would welcome correspon- 
dence. Address Key 353-D, “DOMES- 
TIC ENGINEERING,” 1801 Prairie 
Ave., Chicago 16, Illinois. 


EXPERIENCED FACTORY SALES TO 
Plumbing and heating jobbers in 
states of Illinois, Michigan, Wisconsin, 
and Indiana 45 years of age, experi- 
enced in both manufacturing and whole- 
sale levels feadquartering in Chi- 
cago Address Key 335-D, “DOMESTIC 
ENGINEERING,” Prairie Ave., 
Chicago 16, Illinois 
MANAGER-SALESMAN PURCHASING 
22 years experience in retail-whole- 
sale plumbing management Desire to 
settle in the vicinity of Southern Cali 
fornia Will be available after October 
Ist Address Key 348-D, “DOMESTIC 
ENGINEERING,” 1801 Prairie Ave 


Chicago 16, Illinois 


REPRESENTATIVES WANTED 








MANUFACTURER'S REPRESENTA- 

tives known to the best trade desired 
for quality plumbing and mill supply 
and industrial specialties now being 
sold to quality trade. Repeat items, 
excellent commissions, exclusive terri- 
tories open Write full details in confi- 
dence 30x DE 781, 125 West 41 Street, 
New York, New York 


EXCLUSIVE PROTECTED TERRITO- 

ries open for nationally distributed 
unique washer replacement plumbing 
specialty item packaged for sale to 
plumbing supply houses, hardware dis- 
tributors and retailers Unique demon- 
stration sells 8 out of 10 on first call 
Address Key 317-D, “DOMESTIC ENGI- 
NEERING,” 1801 Prairie Ave., Chicago 
16, Illinois 


REPRESENTATIVES WANTED 

Leading manufacturer of nationally 
advertised commercial finned-tube and 
baseboard radiation offers the most ex- 
tensive line in the industry to qualified 
representatives Revised marketing 
program has created additional open 
ings in the following areas: Southern 
California, Indiana, Illinois (excluding 
Chicago) Kentucky, Minnesota, Mis- 
souri, Ohio, Oregon, Washington, Caro- 
linas, western New York, western Penn- 
sylvania. Representatives must pres- 
ently handle related heating items and 
include in coverage jobbers, contrac- 
tors,engineers. The quality and superior 
features of the line coupled with com- 
petitive pricing present an unusually 
profitable arrangement for the right 
men Reply in detail stating present 
lines, territory, other pertinent data. 
Replies confidential. SLANT-FIN RA- 
DIATOR COMPANY, 87-49 130th St 
Richmond Hill 18, New York. Telephone 
Virginia 6-8200 


WANTED: REPRESENTATIVES NOW 
contacting plumbing supply whole 
salers, contractors, architects, and engi- 
neers to sell line of specification drains 
in all states east of the Mississippi with 
exception of New York and New Jersey 
Line of cast iron plumbing specialties 
also available in this area The speci 
fication drain line only is available west 
of the Mississippi All inquiries held in 
strict confidence Address Key 232-D, 
“DOMESTIC ENGINEERING,” 1801 

Prairie Ave., Chicago 16, Illinois 


FAST MOVING, 


new, single lever faucet backed by na- 
tional trade and consumer advertising 
desires aggressive representation in 
lowa, Nebraska, St. Louis and Detroit 
areas. Plumbing wholesaler following 
essential. Give brief resume with first 
letter. Address Key 355-D, “DOMES- 
TIC ENGINEERING,” 1801 Prairie 
Ave., Chicago 16, Illinois. 


MANUFACTURER'S REPRESENTA- 

tive Nationally approved relief and 
other valves for representative calling 
on plumbing supply wholesalers. Ter- 
ritories available: Michigan, Wisconsin 
Minnesota, Indiana, Kentucky, Western 
Pennsylvania, Washington, and Oregon 
Address Key 329-D, “DOMESTIC EN- 
GINEERING,” 1801 Prairie Ave., Chi- 
cago 16, Illinois 





FOR ADDITIONAL CLASSIFIED 
ADVERTISEMENTS 
SEE PAGES 246 AND 248 
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“All pieces are precision made and fit 
together easily. You get snug, good- 
looking jobs that stand up for years 
and remain a credit to your name. 


“You save money, too, by buying 
Milcor Furnace Pipe and Fittings. And 


MitcoR 


against a wall. 
INLAND STEEL PRODUCTS COMPANY Dept. R, 4047 West Burnham Street © Milwaukee 1, Wisconsin 
INUAN ATLANTA © BALTIMORE © BUFFALO © CHICAGO ¢@ CINCINNATI © CLEVELAND © DALLAS @ DENVER 
DETROIT @ KANSAS TY @ LOS ANGELES @© MILWAUKEE @ MINNEAPOLIS © NEW YORK © S&T. LOUIS 
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EARL LIST 
Hinsdale Home Heating, Inc. 
Hinsdale, Illinois 


they’re well packaged—easy to handle 
and keep track of in the shop.” 


Are you enjoying the advantages of 
Milcor Standardized Fittings? Call 
your jobber for prices, or write the 
nearest branch listed below. 





MEWS 

. 

Offset End Boot No. 738 
For a better fit 





crs 
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ADVERTISEMENTS 





REPRESENTATIVES WANTED 





LINES WANTED 


LINES WANTED 





BASEBOARD DIFFUSER 
board type heating and air « — mn 
ing diffusers two and four fe 
ible to manufacturers agent 
for volume ales at good 
rates Address Key 328-D 
ENGINEERING 
cago 16, Illinois 


NEW BASE 


DOME STIC 


01 Prairie Ave., Chi 


REPRESENTATIVE W 
die complete line of 


ANTED TO 
safety device 
wholesalers in 
i om Address 
3s DOMESTIC “ENGI 
1801 Prairis Ave Chicag l 


Key 
NEERING 
», Illinois 


' 


REPRESENTATIVE 


for tubular brass goods and specialties. 
Mountain states and Texas territory 
available. Address Key 340-D, “DO- 
MESTIC ENGINEERING,” 1801 Prai- 
rie Ave., Chicago 16, Illinois. 


AGGRESSIVE MAN OR 
to represent a reliable manufacturer 
of 14 different size sump pumps, laundry 
tray pumps and general utility 
pumps One of our laundry tray pumps 
is fully automatic Wonderful oppor- 
tunity for an aggressive and reliable 
representative Excl territory 
pays a4 > commission, Replies « 
tial ddr s Key 270-D 
ENGINEERING,” 1801 
Chicago 16, Illinois 


DISTRIBUTOR 


onfiden 
DOMESTIC 
Prairie Ave 


MANUFACTURERS 
resent manufacturer of relief 
calling on plumbing and heating w 

alers in Minnesota 

Dakota Address Key 
MESTIC ENGINEERING 
Ave Chicago 16, Illinoi 


AGENT TO 


REPRESENTATIVE 


To sell complete line of plumbing fix- 
tures including heating boilers, base- 
board, etc., shipped in same load. State 
lines handled, and territory covered. 
Address Key 342-D, “DOMESTIC EN- 
GINEERING,” 1801 Prairie Ave., Chi- 
cago 16, Illinois. 


MANUFACTURERS AGENTS TO REP 
resent manufacturer of complete line 
of residential ind indust hs oa 
radiation, boilers ind é 
ment Address Ke ; DOMESTIC 
pene > a + rp il 01 P e Ave., Chi 
ago 16, Illine 


REPRESENTATIVES WANTED IN EX 

clusive territories to represent manu 
facturer of school room unit ventilators 
wy gee radiation and baseboard. A ter 
rific pportunity for a re sales 
engineers. Only hard workers ne¢ dd ap 
ply Address Key 318-D DOMESTIC 
ENGINEERING,” 1801 Prairie Ave., Chi 
cago 16, Tllinois 


ssive 





LINES WANTED 





MAJOR LINE WANTED 


Texas, Louisiana, Mississippi. Well es- 
tablished organization with warehouse 
facilities in New Orleans. 27 years ex- 
perience. References. Address Key 
327-D, “DOMESTIC ENGINEERING,” 
1801 Prairie Ave., Chicago 16, Illinois. 
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THE SCHUTZE SALES CO. 


1999 North Snelling Ave., 
St. Paul 13, Minn. 


Manufacturers Agency Selling 
Important Mid-Northwestern Jobbers 


PHILADELPHIA, BALTIMORE, 
WASHINGTON, EASTERN PENN- 
SYLVANIA, SOUTH JERSEY 


Desires one additional line. Travels 
three men with years of experience. 
WILLIAM FORMAN, 6327 N. 8th St., 
Philadelphia 26, Penna. 

WANTED: LINES FOR 
A. ) plumbe rs 
MOMESTIC 

Pi i1irie Ave 


DIRECT SALES 
Address Key 352-D 

ENGINEERING,” 1801 

Chicago 16, Illinois 


CANADA 


All or sectional. Well established 
agency calling on plumbing supply 
wholesalers for many years interested 
in such lines as pottery, enamelware, 
stainless steel, closet seats or kindred 
lines selling to this trade. Address Key 
330-D, “DOMESTIC ENGINEERING,” 
1801 Prairie Ave., Chicago 16, Illinois. 


MERCURY SALES COMPANY 


228 Empire Bldg. 
Syracuse 2, New York 


Covering, New York state, jobbers 


outside of New York City. 
MANUFACTURERS’ REPR 
tive with a wide following among 
plumbing and heating wholesalers in 
Illinois, Wisconsin and Lake County, In 
diana, desires one additional first qual- 
ity line Address Key 324-D, “DOMES 
TIC ENGINEERING,” 1801 Prairie Ave 
Chicago 16, Illinois 


FLORIDA FLORIDA 
MANUFACTURERS’ 
REPRESENTATIVE 


Offers concentrated coverage that has 
built a fine following among the plumb- 
ing jobbers: Need one active line. Ad- 
dress Key 333-D, “DOMESTIC EN- 
GINEERING,” 1801 Prairie Ave., Chi- 


cago 16, Illinois. 


ESENTA 


MARYLAND 


Manufacturers’ agency now represent- 
ing one manufacturer who will give 
reference. Want additional promotional 
line in plumbing and heating industry. 
Valuable contacts with architects, en- 
gineers, mechanical contractors and 
jobbers. Many years experience. Ad- 
dress replies: BRUDIN ASSOCIATES, 
2410 N. Charles Street, Baltimore 18, 
Maryland. 





DoMESTIC 


SEEKING ADDITIONAL 
LINES 


Chicago manufacturers’ agency com- 
pletely covering 5 midwestern states. 
Selling plumbing supply houses, lumber 
yards, department stores. Address Key 
332-D, “DOMESTIC ENGINEERING,” 
1801 Prairie Ave., Chicago 16, Illinois. 


PLUMBING LINES 
warehouse in 


WANTED 
Detroit, sales org: 
tion covers Michigan and Ohio d 
dress Key 350-D, “DOMESTIC ENG 
NEERING,” 1801 Prairie Ave., Chi: 

16, Illinois 


MAINE - NEW HAMPSHIRE 


VERMONT 


Manufacturer’s representative now sell- 
ing a nationally known brand of brass 
and specialties direct to plumbing and 
heating contractors desires one more 
non-competing line. Only a guaranteed 
product of long-established manu- 
facturer considered. For further in- 
formation: Address Key 326-D, “DO- 
MESTIC ENGINEERING,” 1801 Prai- 
rie Ave., Chicago 16, Illinois. 


REPRESENTATIVE WITH 
EXCELLENT FOLLOWING 


for many years with jobbers in metro- 
politan New York and northern New 
Jersey would like to connect with de- 
pendable manufacturer. Address Key 
354-D, “DOMESTIC ENGINEERING,” 
1801 Prairie Ave., Chicago 16, Illinois. 


NEW YORK & NEW JERSEY 


15,000 square feet we have just expanded 
our warehouse and are ready to handle 
additional lines. We are a well known 
productive manufacturer’s representa- 
tive sales organization serving the 
wholesale plumbing and heating jobbers 
in the states of New York and New Jer- 
sey. Trucking and railroad facilities 
available. Address Key 314-D, “DO- 
MESTIC ENGINEERING,” 1801 Prai- 
rie Ave., Chicago 16, Illinois. 

WANTED 

ritory 


ADDITIONAL 
Missouri - Kansas - Oklahoma 
Over 20 years experience seliing the 
plumbing and hardware jobbers. Excel 
lent acceptan Address Key 315 
DOMESTIC ENGINEERING si 
Prairie Ave., Chicago 16, Illinois 


WESTERN PENNSYLVANIA 
& 


LINE. TER 


WEST VIRGINIA 


Established 10 years 

Selling the jobber 
Address Key 211-D, “DOMESTIC EN- 
GINEERING,” 1801 Prairie Ave., Chi- 


cago 16, Illinois. 





FOR ADDITIONAL CLASSIFIED 
ADVERTISEMENTS 
SEE PAGES 244 AND 248 
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of 


SUPPLY ASSOCIATIONS’ 


6th Annual Convention 

Waldorf-Astoria Hotel 
New York City 

September 15-18, 1957 


To the Wholesalers of America, we convey our 
appreciation for the conscientious service they 
render day after day. Their prompt deliveries 
on the shortest notice . . . their efficient ware- 
housing and their maintenance of constant inven- 
tories to prevent costly delays have contributed 


to the consistent growth of Reading Tube. 


wm 
Mimi 
Min, 
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READING TUBE CORPORATION 


EMPIRE STATE BLDG., NEW YORK 1,N. Y._ PLANT: Reading, Pa. 


Distribution READING, PA. DALLAS, TEXAS OAKLAND, CALIF. CLEVELAND, OHIO 
Depots: WOODSIDE, L.I., N.Y. ae alae ow oe Road 4615 Perkins Ave. 
57-17 Northern Bivd. industrial District 129 No, Santa Fe Ave. ATLANTA, GA 
WL. HOUSTON, TEXAS DENVER, COLO. 690 Murphy Ave. 
724 W. 50th St. 1121 Rothwell St. 2845 Wainut St. S.W., Unit 5, Bldg. B 





Sold Through Wholesalers Only 


weet eta. 


ee, 
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ADVERTISEMENTS | 





LINES WANTED 





LINES WANTED 


FOR SALE 





BOSTON 


manufacturers’ representative with long 
successful experience selling to New 
England plumbing and heating supply 
jobbers, can give personal aggressive 
representation to additional quality line. 
Address Key 289-D, “DOMESTIC EN- 
GINEERING,” 1801 Prairie Ave., Chi- 
cago 16, Illinois. 


WANTED—MANU FACTURER OF LINE 
with volume or volume potential in 
terested in one-company coverage of 
Nebraska, lowa, Kansas, Missouri, Ar 
Will tailor or- 
needs, and give 
overage, All correspondence 
Major line only Address 
DOMESTIC ENGINEER 
Prairie Ave Chicago 16 


kansas and Oklahoma 

geanization to your 

ageressive ¢ 

confidential 
I 


Key 305-D 
ING,” 1801 
Illinois 


NORTHERN CALIFORNIA 


sales engineers established 25 years, 
with own shop and warehouse, want 
automatic control, instrument or me- 
chanical equipment line. Calling on in- 
dustry, engineers, contractors and gov- 
ernment. PAUL W. BEGGS & SON, 
314 7th St., San Francisco, California. 


Specialty lines for representative calling 
on plumbing and mill supply jobbers 
northern Indiana, Illinois and Wiscon- 
sin. Address Key 261-D, “DOMESTIC 
ENGINEERING,” 1801 Prairie Ave., 
Chicago 16, Illinois. 

MANUFACTURERS AGENT LARGE 
organization seeking additional 
ies to jobbers in Michigan 
Address Key 349-D, “DO 
* ENGINEERING,” 1801 Prairie 

cago 16, Illinois 


L. C. FOOTE 


221 Hurlburt Rd., 
Syracuse 3, N. Y. 


Wholesale Jobbers Only 
New York State 


FRANK MORRIS & CO. 


424 S. Cheyenne St. 
Tulsa, Oklahoma 


Kansas, Oklahoma, western Missouri 
and Arkansas 


NORTHERN OHIO 
WESTERN PENNSYLVANIA 


Carrying limited number of lines, 10 
years plumbing sales experience, 3 years 
agent, selling leading jobbers. Resume, 
references, etc. available. Address Key 
319-D, “DOMESTIC ENGINEERING,” 
1801 Prairie Ave., Chicago 16, Illinois. 
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CAN GIVE TOP REPRESENTATION IN 

metropolitan New York area Heavy 
background in wholesaling and manu 
facturing sales in plumbing and heat 
ing Will consider proposition to de 
vote my full time to one line Address 
Key 325-D DOMESTIC ENGINEER 
ING 1801 Prairie ‘Ave Chicago 16, Il 
linois 


ENTIRE STATE OF OHIO 
M. M. MATHES & SON 


3494 Lee Road 
Shaker Heights 20, Ohio 


Serving the plumbing wholesaler 


NORMAN WILSON COMPANY, ESTAB 

lished in 1948. Calling on jobbers in 
Kansas, Nebraska, Oklahoma, Arkansas 
and Western Missouri for manufac 
turers. 2560 Holmes, Kansas City, Mis 
souri 





FOR SALE 





WELL ESTABLISHED PLUMBING 
heating, bottle gas and appliance 
business, with several of the best fran 
chises. Sales well over $200,000 00 per 
year Located in central Michigar 
imong the lakes. This is a money mak- 
er Owner retiring If you have a son 
you wish to set up in business this is it 
For further particulars address Key 
293-D “DOMESTIC ENGINEERING 
1801 Prairie Ave., Chicago 16, Illinois 


PLUMBING, HEATING, 
AIR CONDITIONING 


and electrical contracting business. Sales 
over $250,000.00. Net profit between 
15% and 20%, with owner acting as 
general manager. Prospective buyer 
need know nothing about electrical 
work. This department is entirely self - 
reliant. Volume has been increasing be- 
tween 10% aad 25% per year with profit 
staying in the same range. Sales are 
split approximately 50/50 between new 
house work and consumer sales. No de- 
velopment work at all. Situated in 
northern New Jersey in large modern 
showroom with storage and living quar- 
ters. Business only, $150,000.00. Business 
and property, $200,000.00. Reason for 
selling: owner wishes to retire. Address 
Key 242-D, “DOMESTIC ENGINEER.- 
ING,” 1801 Prairie Ave., Chicago 16, 


Illinois. 


TURN YOUR ACCOUNTS INTO CASH 

now! $15.00 book of letters brings 
the money direct to you Over 425,060 
books sold. Guaranteed results. Write: 
HAROLD BOVEE, Wautoma, Wiscon- 
sin 


FOR SALE 


because of poor health—good plumbing 
and heating business in prosperous 
northern Indiana town, including build- 
ing and inventory of $4500. Also 1955 
GMC 14 ton truck and 1954 Chevrolet 
16 ton truck. Total price, $14,000. Ad- 
dress Key 337-D, “DOMESTIC ENGI- 
NEERING,” 1801 Prairie Ave., Chicago 
16, Illinois. 


FLORIDA PLUMBING DISTRIBUTOR 

offers for sale the largest and oldest 
business of its kind in the south Au- 
thorized factory distributor in pro- 

cted territory Unique merchandising 
system Contact Arthur C O'Leary, 
THE KEYES COMPANY, 909 Wallace 
S. Building, Tampa, Florida 





WANTED TO BUY 





SMALL MANUFACTURING BUSINESS 
An established sales executive in the 
plumbing and heating field seeks to ac- 
quire all or part of a manufacturing 
business having a product line which 
would benefit from increased sales ac 
tivity Prefer company located within 
400 miles of New York City Will re- 
tain present management if desired 
Prefer company with favorable earning 
record but will also consider oor 
rd with good potential Address Key 
336-D “DOMESTIC ENGINEERING,” 
1801 Prairie Ave., Chicago 16, Dllinois 





BUSINESS OPPORTUNITIES 





AGENTS AND JOBBERS 


National manufacturer of high quality 
enameled steel flat rim sinks offers you 
a real profit line. Wire or write: Address 
Key 334-D, “DOMESTIC ENGINEER.- 
ING,” 1801 Prairie Ave., Chicago 16, 


Illinois. 





MISCELLANEOUS 





STEEL PIPE 
All All 
Sizes Specs 
Mechanical and Pressure Tubing 
VALVES and FITTINGS 
CARBON—CARBON MOLY 
CHROME MOLY—STAINLESS 
LARGE OD—HEAVY WALL 
ODD SIZES & SPECS 
MIDCONTINENT 
TUBE SERVICE, INC. 


2308 Oakton St. Evanston, IIl. 
DAvis 8-4030 
Teletype 2276 Evanston, IIl. 





FOR ADDITIONAL CLASSIFIED 
ADVERTISEMENTS 
SEE PAGES 244 AND 246 
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oodrich 


“To insulate tubing already installed, we 
required a material that could be applied 
without pre-forming or complicated fas- 
tenings to bends, elbows, Tee-joints and 
valve seats. 

“Our answer was B. F. Goodrich Cell- 
Tite,” said Joe Cabasin of Asbestos 
Construction Company, insulation con- 
tractors on a 31-story office building at 
125 Park Avenue, New York. 

“We used over 35,000 feet of Cell-Tite 
to insulate against both hot and cold 
water condensation and temperature loss 
in the dual Carrier ‘Weathermaster’ air 
conditioning system. And, we got in- 
creased ease of application, plus the sim- 
plicity and interchangeability we needed 
for rapid completion. Even with clear- 
ances of 2” or less, Cell-Tite gave us 
complete flexibility. 

“With easy-to-install Cell-Tite, a new 
man fits insulation at the end of his first 


Mr. Cabasin of Asbestos Construction Company 


Cell-Tite Insulation does good job on odd job 


day, as fast as an old hand. And, in spite 
of simplicity of application, Cell-Tite 
supplies the permanence we need 
“Since the insulation had to be applied 
after the tubing was installed, the pipe 
coverer has to work in awkward places, 
reach into hidden areas. With Cell-Tite, 
all he does is slit it, slip it on, and tape it. 
Cell-Tite really does the job!” 

In important buildings all over the 
world, B. F. Goodrich Cell-Tite is there 
Write for your free booklet... complete 
information on Cell-Tite tubing, cord 
and strip insulation. It’s B. F. Goodrich 
Sponge Products, a division of The B. F. 
Goodrich Company, 377 Derby Place, 
Shelton, Connecticut. 


B.EGoodrich 


SPONGE PRODUCTS 
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Here At Last... A superior flexible plastic pipe! 





ORANGEBURG 
SP Plastic Pipe 


Slit-Proof...Does Not Pin-Hole 
Takes Higher Pressures 


Has Greater Strength 


OnaNnGEBuRG SP is the only flexible plastic pipe, made 
from a superior new-type polyethylene resin, 

which took ten years of research to perfect. This 
resin’s extremely high molecular weight gives 
exceptional strength and service life... superior 


qualities found only in Orangeburg SP Plastic Pipe. 





PROVED SUPERIORITY — Exhaustive tests prove 
OrnANGEBURG SP Pipe is completely slit-proof — 
free from “pin-holing”! Exceeds every test known 
for polyethylene pipe! Does not crack, break or 
corrode. Defies rough handling, hot sun and 
freezing temperatures. Super-smooth bore increases 
flow capacity, prevents build-up of pressure 
reducing deposits. 


IDEALLY SUITED FOR water service lines, jet 
wells, irrigation lines, underground sprinkler systems, 
ADVANTAGES swimming pools, water and drainage lines 
; ling”) during construction, chemical process lines— 
« slit-Proof (No «pin-Ho and many other installations. 
= Greater Strength 


F SPECIFY ORANGEBURG SP-— mace in %” to 2” 
Heat Resistance 


= Higher sizes. Weighs only ¥% as much as steel, installs 


Acids, Alkalies, Salts fast and at low cost. Opens new uses for flexible 
=e inking plastic pipe ...at substantial savings. 
n = 
= Exceptio ‘ petergents Write Dept. DE-97 for more facts 
ted by 
+ ae ian 
* Easily Handled 


uw Resists K 
| Resistance to 


= Light, Flexible, a 

00’, Fewer Fittings 
ths to 4 ’ . DRINKING WATER SERVICE 
Lasting Service 


APPROVED FOR 
a Leng 


= Low installed Cost, BY NATIONAL SANITATION 


FOUNDATION 


Backed by ORANGEBURG’S 64 year reputation for quality 


ORANGEBURG MANUFACTURING CO., INC. * Orangeburg,N.Y. °* Newark, Calif. 
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Shur-Flo 
DRAFT INDUCER 


Saves YOU MONEY! Saces TIME! 
COMBINES TWO DRAFT JOBS IN ONE! 


Eliminates need for two instal- 
lations by combining fan oper- 
ated draft inducer with draft 
regulator control. Simple to in- 
stall at any angle. 


FAMOUS DRAFT CONTROLS BY WALKER 
PRECISION ENGINEERED FOR QUALITY 


TYPE Z 


; : Dial & Pointer adjustment — simplest design, 
WALKER ’ py easiest to adjust, maintains positive and 
accurate control under widest variation 
of stack draft. 


AUTOMATIC DRAFT > 
REGULATOR 2 : TYPE 34 B 
4 Universally accepted for space heaters, water 
heaters, trailer stoves, and all budget-priced 
heating equipment. 


. TYPE BB 


Extra rugged, heavy construction designed for 
commercial and industrial use. Actual 
installation proved it cut fuel costs in only 
three months, enough to more than pay 

total original investment cost. 


ROYAL PURPLE MODEL 


—— Walker's finest quality automatic draft 
regulator with all moving parts completely 
shielded from corrosion. 

Guaranteed performance. 


WALKER BBG 
DOUBLE SWING CONTROL 
Walker’s BBG Double Swing Control regulates 


updraft, dissipates downdraft in gas-fired 
and combination oil-gas fired equipment. 





aS 35 VENTURI TOP FOR CHIMNEY CAPS 


1780 PENN ST. = a JOSEPH, MO. Unique Venturi design assures positive 
elimination of downdraft at chimney top... 

incites ieamieaiialitancain ————_ for oil, gas or coal fired chimney vents. 

° Patented pivots, balanced construction, 

gvarantee maintenance-free long life. 


G. Mitchell & Co., 4215 Gascon St., Montreal, Quebec, Canada 
E. H. Price, Ltd., McArthur St , Winnipeg, Manitoba, Canada 

A E. H. Price, Ltd., 83 Shien . Vancouver, B.C., Canada 
@eeeeeeeeeoeeoeoeeee eee eeeeeeeeeeeeeee eee eeeeeeeeeeeeeeeeeeeeee eee 6 


Please rush me information about the Walker items checked below. 


(CO Automatic Draft regulators for small installations 

(CD Industrial Draft regulators for schools, buildings, plants. 

(CJ Double Swing Draft Control for Gas . es ADDRESS 
(C0 Walker SHUR-FLO Draft Inducer. 

DC Royal Purple—Deluxe Controls for Deluxe Equipment. 

OC Venturi Top Chimney Top. STATE___ 
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GET ALL THE FACTS 
ON THE ONLY 
UNCONDITIONAL GUARANTEE | 
IN THE PLUMBING FIELD : 
from your local e 


CORALWARE REPRESENTATIVE 


wet CORALWARE OFFERS 


ELMER G. GROVES 4 ASSOC 
9541 S. Seeley Ave 


Chicago 43, Illinois 
Phone—Hilliop 5-5768 
Connecticut 
ELISHA ROBBIN 


76 Cumberland Ra 
West Hartford, Conn 
Phone— Adan 


path sata COMPLETE LINE OF 


Sparta’ Yburg, S. Carolina 
Phe 3-1296 


Florida except Pensacola 
JOHN ROCK 
20401 N. E. 14th Ct 


octet QUAM. Bg 


Georgia, Ala. and E. Tenn os 
DEAN HELLE 


Sime" = \WNCONDITIONALLY GUARANTEED = 


Maryland, D. of C., Delaware 
SID LONDON 


Beimore We avand 7 STEEL 


Ridgeway 4-0152 





\ NK WKS SS 


(44 
\ 


CKRARAGALA 
NYYXXVXXX 


Michigan, Toledo and No. ind 


JEU DE VINE & woooc OX BINGWARE 
19334 Ww Se 1M Rd 
troit Mi: i 


] 


d 3-640 


— ZS SLD SAS 





BATHROOM LAVATORIES 

Deep-drawn steel with baked-on acid- 
Seuietinabeni@tehes N ” resistant porcelain enamel. The most 
HARRY SOLTZ . P popular sizes— including a 20” x 18 
0 Lawrence = 


iiedlaed. Geanephnentio unit that meets all F.H.A. regulations. 
Phone—Mystic 8-8955 


New York (Metropolitan) 

NEW YCRK METAL MOULDING CO. INC 

19-22 45th St 

aoere 5, Lone tslend, 0. Vv 
»ne—Ravenswood 6-8000 


KITCHEN SINKS 
Yo “- Seva gi N.Y. City) —s : 
Sree Ach Single and double compartments — flat 
ai . 
Bo rim, ledge back and embossed edges — 
nton Ne w Yor \ . . 
Binghamt 4344 . \ three or four hole punched — in every 
Northern New Je P \ popular size. 
N.Y. METALS PRODUCTS CO., IN 


258 Astor St 
Newark 5, N. J 


New 
aH 
2M 
PO 
B 


Ohio and Kentucky 
ROBERT M. RICH 
641 Stewart Lan —= : BATH TUBS 
d, Ohio \ 

1€—Shyline 6-4496 One-piece deep-drawn steel —in 5 ft., 
Okla. and Ark -- 44 ft =z se j lide at Jew “= 
Orie. oad As a —— cat 4% ft. and 46% in. W ide seat. New, at 
LLOYD JONES tractive modern design apron. The best 
P.O. Box 7527 


Oklahoma City, Okla : looking tub on the market today. 
Phone—Victor 3-1789 = 











Philadelphia, Camden and S. New Jersey 

Wilmington and Dover, Delaware MATCH ANY COLOR 
SAM OLSHIN All Coralware products can be secured 
Philadelphia, Pennsylvania to match any color. 

Phone—Chestnut H s 8 





Texas 

-O 
ALBSCO, INC. en All Coralware products are VA and FHA approved and 
1304 Nance St 


nee meet Federal Specifications WWP-541B. Call your local 
nisi ciprin waceacmiaasien Coralware Representative for complete details, 

Western Pa. and West Virginia “ 

DON SCHWARTZEL or write for free folder to: 

254 N. 16th Ave 


New Brighton, A nga sylvania 
Phone—N. B 


11 Western States 

EFEL COMPANY 

DAVID FISCHLER 

4727 E. 49th St 

Los Angeles 58, Calif 

Phone—Lublow 2-7323 ’ 


Canada 
WATSON AGENCIES 
P. O. Box 220 


Downsview, Ontario, Canada MANUFACTURING COMPANY 
2401 S. Kolin Avenue Chicago 23, Illinois 
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There’s a CAPITOL COUPLING for every job 


eM: meee HS siemens 
screens MERCHANT © DRIVE PIPE - 


en eae 
EXTRA HEAVY 


REAMED Ano _ CHAMFERED 9 


OR RECESSED a 


BLACK OR 
HOT, DIPPED 9 
GALVANIZED a 


3,000# & 6,000# 
HYDRAULIC 


WHAT 9 
THREAD FORMs 


THREAD PITCH 4 


More than 23 types of couplings, covering your 
standard requirements, are regularly stocked 
and available for prompt shipment. Special 
couplings fabricated to order. 


a sant Capitol Couplings are made to specifications 
Line couplings (up of the Association of American Railroads, the 
to 2°) are avail- & American Iron and Steel Institute, and the 
able in conven- © A i Petrol Institut 

eabendenn. abe merican Petroleum Institute. 

extra cost, 


RS ER DS, BIING FER 


SOLD ONLY THROUGH RECOGNIZED WHOLESALERS 
AND DISTRIBUTORS 


MEG. & SUPPLY C 


COLUMBUS, OHIO 








Yowk Ss “i 


There is also a wonderful world of FU see A 


An automobile ad entreats its readers to “Step into a 
wonderful world of auto-dynamics!”’ Their world is all 
they say it is: wonderful . . . and nothing in it is more 
“dynamic” than the words they use to describe it. De- 
signs are “glamorous”, “glittering”, “flight-styled”, “‘ex- 


citing.’ ’ Controls are “feather-touch” or lighter! Engines . : 


are “Furies”, “Stratostreaks”’, “Rockets” that release 


their “hurricanes of power”! 


Yes, the great strides of the automotive industry prob- © 


ably justify any extravagance of description. But . 
please... 


There is also a wonderful world of thermo- dynamics! 

You well know the recent miracles performed in that 
world. You know that boiler heat, distributed by radiant 
panels, baseboard units, convectors and modern radiators 
is the smoothest, most adaptable, most controllable, 
most economical form of space heating ever known 
to man. 

By introducing heat in its best form—largely radiant 
form — boiler heat achieves the basic prerequisite of 


what about the equally great strides of they 
. % 
industry you are dedicated to—the heating industry» 


comfort: gentle warming of walls, floors, ceilings. It 
meets the cold where the cold comes in, as no other 
system can. 

Modulated by modern controls, boiler heat gives an 
all-encompassing, all-pervading comfort that no other 
system can rival. Quiet as a moonbeam, it never blasts 
or calls attention to itself, yet it is always right there with 


you. Never “all off” or “all on”, it provides its even, 
hold-over flow of cradling warmth that gives the smooth 
ride even in the bumpiest winter weather . . . does it with 
the absolute minimum of fuel. It is heat to warm a man’s 
body, heart and soul! 

With sturdy, life-time units, boiler heat is the life-time 
investment. In all deference to the fish-tailed beauties in 
the garage, heating is still the biggest thing in the home 
owner's life—day and night for about 200 days of the year. 

Let's take our cue from other great industries and quit 
being so doggone modest in presenting the story of 
boiler heat. It és big. Let's think it big . . . tale it big . 
make it big! 
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